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Introduction 


Electronics encompasses those things we can neither hear, see, 
touch, or taste. Electrical voltage, current, and resistance are in¬ 
visible to the senses. Of course, you can directly sense an elec¬ 
trical shock, but to learn what’s going on within an electronic 
circuit, you must use test equipment. Test equipment is special 
apparatus designed to give visible or audible indications of what 
is there and what it is doing. 

Modern test instruments are amazingly versatile. They Can 
do almost anything, if you know how to use them, how they work, 
and what their limitations are. If you don’t know how to use test 
equipment properly, it is virtually useless. It is also just as impor¬ 
tant to know what a test instrument can’t do. All test instruments 
can make the tests for which they are designed. Most can make 
many other tests as well, if you know how the instruments work 
and how their readings can indicate the presence or absence of 
other electrical parameters. 

That’s what this book is about—electronic tests and mea¬ 
surements, how to make them with all types of electronic test 
equipment, and how to interpret the results. Interpretation is the 
most important part of the whole process. It requires a full knowl¬ 
edge of both the test equipment and the circuits in which we’re 
taking the readings. 

Electronics is a rapidly growing field, with new develop¬ 
ments appearing almost daily. Although the basic principles of 
electronics theory remain the same, often new technology calls 
for new test procedures. In this new third edition of How to Test 
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Almost Everything Electronic, every attempt has been made to 
provide as much up-to-date information as possible. Now-obso- 
lete test procedures involving tube circuits were featured heavily 
in the original edition. This no-longer-relevant material has been 
eliminated and replaced with expanded information on testing 
transistor, and especially IC-based, circuitry. 

The most important types of electronic test equipment are in¬ 
troduced in chapter 1. The following two chapters cover a wide 
variety of voltage and current tests, some of which are less than 
obvious. 

The two most widely used test instruments are the multi¬ 
meter (VOM, VTVM, or DMM) and the oscilloscope. Basic and ad¬ 
vanced test procedures using these powerful test instruments are 
covered in chapters 4 and 5. 

At some point in servicing an electronic circuit, you will need 
to determine whether or not a specific component has gone bad. 
Chapter 6 offers many tips on testing various specific types of 
electronic components. 

A number of test procedures for television circuits are given 
in chapter 7. Chapter 8 features a number of more or less unclas- 
sifiable special test procedures, including tests for various types of 
semiconductors. Chapter 9 covers signal tracing and alignment 
tests. 

Chapter 10, on digital circuits, has been significantly ex¬ 
panded in this edition in response to the growing emphasis on dig¬ 
ital circuitry in modern commercial equipment of all types. 

Finally, chapter 11 covers the important principles of flow¬ 
charting and troubleshooting complex systems comprised of 
multiple circuits. This information will help you pinpoint the 
problematic stage, saving a lot of time that could be wasted in 
making unnecessary tests. Devoting a little time to thinking about 
the circuit before you turn on your test equipment will never be 
wasted time. In fact, in the long run, most servicing jobs will go 
much faster. 

As you will discover as you go through this book, there are 
many shortcuts—combinations of instruments and so forth— 
that you can use to test almost any electrical quantity, even those 
that might not appear to be within the range of your test equip¬ 
ment. A surprising number of electronic tests can be made with 
little more than a pilot lamp, a neon lamp, or a dc voltmeter. How¬ 
ever, other tests require more sophisticated, and expensive, 
equipment. 
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Although it is obviously impossible for any single volume to 
cover every possible type of electronic test procedure, our goal 
has been to offer as wide a range of generally applicable proce¬ 
dures as possible. In updating the material for this book, we have 
tried to live up to the title as much as possible and help the reader 
learn “how to test almost everything electronic.” 


www.engbookspdf.com 


1 

Test equipment 

In some cases, you can diagnose a problem simply by examining 
the symptoms logically. More often, however, any given symp¬ 
tom or set of symptoms indicates several possible faults. The 
service technician depends on his test equipment. Although cer¬ 
tainly some technicians are better than others, to an extent no 
technician is better than his or her test equipment. The best tech¬ 
nician in the world would be severely limited with inadequate 
test equipment. 

Various common types of test equipment are mentioned 
throughout this book. In this section, we specifically focus on sev¬ 
eral different types of test equipment, emphasizing fairly recent 
devices as much as possible. 

The first requirement for a well-equipped electronics work¬ 
bench is a large work surface. You might find yourself with sev¬ 
eral pieces of equipment opened up and spread out at the same 
time, plus you need room for any test equipment. Therefore, your 
work surface should be as large as possible. 

Adequate lighting is an absolute must. A dimly lit work area 
will slow you down and increase the chance of errors. Use multi¬ 
ple light sources so you can’t block off the light with your own 
body or a piece of equipment. 

A high-intensity lamp on a flexible goose-neck, as illustrated 
in Fig. 1-1, can be an extremely handy item to have — you can 
focus the light wherever you need it. A lot of equipment has dark 
nooks and crannies you need to see into. 

Your work area should have several electrical outlets. You 
can never have too many. There always seems to be one more 
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A high-intensity 
lamp with a 
flexible goose¬ 
neck is a useful 
item on the 
workbench. 


thing you need to plug in. Avoid using cube taps and extension 
cords as much as possible because they can be fire hazards if 
overloaded. Many distributors sell power strips, which are conve¬ 
nient and safe (Fig. 1-2). Many even have built-in surge protec¬ 
tors. Most have a handy master power switch that is useful in 
some circumstances. It is also a good way to ensure everything is 
off when you close up for the night. 

What test equipment will you need? It depends on just what 
type of work you do. A multimeter (VOM or VTVM) is absolutely 
essential for electronics workbenches. If possible, you should 
have at least one VOM and one VTVM. The multimeter is the 
technician’s right arm. 


Switch 
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The technician’s left arm is the oscilloscope, another essen¬ 
tial device for virtually all electronic workbenches. Anytime you 
are dealing with an ac signal, a scope is useful because it permits 
you to actually see the waveform. You also can measure the volt¬ 
age at any point in the cycle, check for distortion, measure the 
cycle period, and make many other tests. 

The multimeter and the oscilloscope are standard items used 
in all types of electronics work. Other generally useful devices in¬ 
clude variable power supplies, Variacs, and signal generators. 
There are many different types of signal generators for various 
applications; several common types are discussed in this chapter. 
Other devices include capacitance meters, frequency counters, 
specialized signal generators, and signal tracers. 

Don’t scrimp on your test equipment. Your accuracy will be 
no better than the capabilities of your equipment. Don’t over¬ 
spend on features you don’t need or on equipment you will rarely, 
if ever, use. Make sure, however, that you do get what you need. 
Nothing is worse than being stumped on a servicing job because 
you don’t have the right equipment. Occasionally, this situation 
is inevitable because you will undoubtedly run into something 
outside your usual area. If insufficient equipment problems 
plague you frequently, however, you need to be better prepared. 

Multimeters 

A multimeter measures various electrical parameters — usually 
voltage, current, and resistance. Multimeters are used in many of 
the test procedures in this book, especially in chapters 2 and 4. 

A VOM (voltohm-milliammeter) is a passive device. It does 
not include an active amplifier or buffer stage, so the input imped¬ 
ance (resistance) is fairly low. Some cheap VOMs have input im¬ 
pedances as low as 1,000 ohms (£2) per volt. Such units are vir¬ 
tually useless for practical electronics work because they can 
excessively load down the circuit being tested, throwing off the 
measurement. 

The unofficial standard for professional VOMs has long been 
considered 20,000 £2 per volt. Modern, high-quality VOMs usu¬ 
ally have input impedances of 50,000 or 100,000 £2 per volt. 

VOMs are usually lightweight and portable. Most VOMs 
have a small internal battery for the ohmmeter section, which 
means you don’t have to be tied to a power source. 

A much higher meter impedance is necessary for some preci¬ 
sion measurements. In this case, use a multimeter with an active 
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amplifier/buffer stage. In the past, the amplifier was a tube 
circuit, so this type of device traditionally has been known as a 
vacuum tube voltmeter (VTVM). Today, of course, tubes are in¬ 
creasingly scarce. Even when such a device uses only semicon¬ 
ductor components, it is still often called a VTVM. A better name 
might be electronic multimeter (EMM). 

VTVMs, or EMMs, have high input impedances, typically 
1 MQ per volt. They are very precise, but tend to be more expen¬ 
sive and bulkier than VOMs. Also, a VTVM or EMM, being an ac¬ 
tive device, requires some sort of power supply. 

Today, the trend is toward digital. Digital multimeters, or 
DMMs, are extremely popular. Many are as small and portable as 
a VOM. Often, they are powered from a small internal battery 
(9-volt transistor radio batteries are often used). A DMM usually 
has an input impedance comparable to a VTVM, but it also offers 
the convenience of a lightweight VOM. 

Digital multimeters offer a number of significant advantages 
over their analog counterparts. They are easier to read without 
ambiguity. A display reading of 7.83 volts (V) is quite unmistak¬ 
able and precise. On an analog VOM, you must approximate the 
value from the position of the meter’s pointer between standard¬ 
ized mark-points. It also can be difficult to determine exactly 
where the pointer actually is in relation to the meter’s scale face, 
especially if viewed from any angle other than straight head-on. 
Parallex errors are practically inevitable when you are using an 
analog meter. Parallex errors are not a problem with a DMM, re¬ 
gardless of the viewing angle. Either you can read the displayed 
numbers or you can’t. If you look at a DMM from a bad angle, you 
are not going to mistake a reading of 7.83 for 7.69 or 8.12. 

Another advantage of DMMs is their high input impedances, 
typically at least 1 MQ (1,000,000 Q) per volt. A high input imped¬ 
ance translates to high accuracy and sensitivity. In an analog 
VOM, the input impedance is usually much lower. For a long 
time, 20 k (20,000 Q) was considered standard, although many 
50 k (50,000 ft) and 100 k (100,000 O) VOMs are available. A VOM 
with a FET input stage, or a VTVM, generally has a higher input 
impedance than a standard VOM. Some inexpensive VOMs have 
input impedances as low as 2 k (2,000 Q) per volt. Such units are 
not suitable for serious electronics work. 

The importance of a high input impedance for a voltmeter is 
illustrated in Fig. 1-3. The voltmeter measures the voltage drop 
across some resistive element in the circuit, but the internal re¬ 
sistance (impedance) of the voltmeter itself is in parallel with the 
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Fig. 1-3 The input 


impedance of a 
voltmeter acts like 
a parallel 


resistance across 
the circuit under 
test , affecting the 
reading. 



© 


intended circuit resistance. This situation can affect the resulting 
reading, often to a surprising degree. 

Let’s assume we are feeding 9 V through two resistors, as 
shown in the diagram. Resistor Rl had a value of 25 k (25,000 £2) 
and resistor R2’s value is 50 k (50,000 £2). The total series resis¬ 
tance is simply the sum of the two component resistances. 


R t = B 1 +R S 


= 25,000 + 50,000 
= 75,000 £2 
= 75 k 


The current flow through the resistors can be found with 
Ohm’s law: 


9 

75,000 
= 0.00012 A 
= 0.12 mA 


The same amount of current flows through each resistor in 
series, so the voltage drop across an individual resistor (R 2 , in our 
example) can be found be rearranging the Ohm’s law equation. 


E = IR 

= 0.00012 X 50,000 


= 6 V 


This is all quite simple and straightforward. When you try to 
actually measure this voltage drop, however, the input imped¬ 
ance of the multimeter is added in parallel with resistor R2. The 
effective total resistance in the circuit becomes equal to: 
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Consider what happens if you use a cheap VOM with an 
input impedance of just 2 k (2,000 Q). The circuit’s total effective 
resistance becomes equal to: 


R t = 25,000 + 


50,000 X 2,000 
50,000 + 2,000 
100 , 000,000 


= 25,000 + M 

52,000 

= 25,000 + 1,923 
= 26,923 Q 


Therefore, the current flow through the circuit is changed to: 


_ 9 

26,923 
= 0.00033 A 
= 0.33 mA 


So the voltage drop we read across resistor R z is: 
E = IR 

= 0.00033 X 1923 
= 0.54 V 


That is ridiculously off from the expected 6 V we should get. 
Conditions improve if a VOM with an input impedance of 50 
k (50,000 Q) is used. 


R t = 25,000 + 
= 25,000 + 


50,000 X 50,000 
50,000 + 50,000 
2,500,000,000 


100,000 
= 25,000 + 25,000 
= 50,000 Q 


50,000 
= 0.00018 A 
= 0.18 mA 

E = IR 2 

= 0.00018 X 25,000 
= 4.5 V 

better, but it is still hardly an accurate voltage reading. 
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Now, let’s see what sort of reading we’ll get with a DMM that 
has an input impedance of 1 Mi2: 


R t 


^ , 50,000 X 1,000,000 
25,0 ° + 50,000 + 1,000,000 
- nnn I 50,000,000,000 
25 ’°°° + 1,050,000 

25,000 + 47,619 
72,619 Q 


72,619 
= 0.00012 A 
= 0.12 mA 

E = IR 2 

= 0.00012 X 47,619 
= 5.4 V 


This is reasonably close with the DMM, especially compared to 
our earlier examples. Actually, this is very much a worse-case 
scenario, and you usually won’t run across such extreme errors in 
practical electronic work. 

The input impedance of a multimeter is not fixed. Instead, it 
is so many ohms-per-volt. The input impedance is multiplied by 
the range setting. For instance, if you were using a 10 V setting on 
each of the multimeters in this example, the impedance of the 2 k 
VOM would be more like 20 k. Similarly, the 50 k VOM would 
have a practical input impedance of about 500 k on this range, and 
the 1MQ DMM would have an effective input impedance of about 
10 Mil 

Digital multimeters usually offer a number of extra functions 
not available on most analog multimeters. These features aren’t 
essential, but they can be nice to have and don’t add appreciably 
to the overall cost. A conductivity test function seems to be quite 
common on modern DMMs. Conductivity is simply the reciprocal 
of resistance; 


Conductivity = R ■ ! - 

JxcblbldllLc 

Conductivity is measured in units called mhos. Of course, 
mho is simply ohm backwards. Conductivity measurements are 
useful for very low resistances. For example, 22,500 mhos is a lot 
more convenient value than 0.0000444 Q. In practical electronics 
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work, however, the conductivity test function is of very limited 
practical value. It’s certainly not a feature that most electronics 
technicians should want to pay extra for. Today, electronics tech¬ 
nicians use the unit Siemens, instead of mhos. 

DMMs also often include functions for measuring such 
electrical parameters as capacitance and frequency, as well 
as specialized diode and transistor testing. Until recently, digital 
multimeters were considerably more expensive than their analog 
equivalents, but now a good DMM can be purchased for under 
$50. I’ve seen some in the $20 to $30 range. 

The analog multimeter is, however, far from obsolete. For 
some testing procedures, an “old-fashioned” VOM will do a lot 
better job than an up-to-date model DMM. For many electronic 
tests, the exact, multidigit precision of a DMM isn’t really needed. 
For example, it probably doesn’t matter too much if a circuit’s 
power supply is putting out 9.12 V or 8.93 V, instead of exactly 
9.00 V. 

In many practical testing procedures, the exact measured 
value isn’t as significant as the amount of change in the value over 
a short period of time. An analog VOM would certainly be a better 
choice than a DMM for such applications. 

An example of this type of test would be the use of an ohm- 
meter to test a capacitor. (Refer to chapter 4.) Essentially, when 
the ohmmeter’s test voltage is first applied across the capacitor’s 
leads, the pointer should jump to a very low value, then slowly 
move back to a higher resistance value as the capacitor is charged. 
This process is very clearly visible on an analog meter, but on a 
DMM, the result would be just a blur of numbers changing too 
rapidly to be read. The test would be meaningless on a DMM. 

Ideally, if you do more than casual work in electronics, you 
should own both a digital multimeter and an analog multimeter. 
Although there is considerable overlap in their functions, they 
are each often good for different purposes. If you can’t afford both, 
we recommend that you go with an analog VOM or FET voltmeter 
first. The DMM can wait until you can afford it. Generally speak¬ 
ing, an analog multimeter will tend to be more versatile. If you are 
working seriously enough in electronics to require the precision 
of a digital readout, you definitely should invest in a simple ana¬ 
log VOM as a backup. It won’t go to waste. 

This is not to say that any electronics technician wouldn’t 
find real advantages in having a DMM handy, but the advantages 
tend to be in the realm of luxuries, rather than absolute necessi- 
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ties. There is a tendency today, fostered by advertisers, that digi¬ 
tal is automatically better for everything, and that isn’t true. 

Even if you primarily service digital circuitry, an analog 
VOM would still be the better choice if you had to restrict yourself 
to just a single multimeter. Fortunately, prices have come down 
sufficiently that few of us really have to make an either/or 
choice. It’s not all that expensive to buy both an analog VOM and a 
DMM. 

Digital circuitry is great, but it is important to keep things in 
perspective. There is no reason to throw out all analog circuitry 
and devices. In fact, there are often good reasons not to do so. 
Analog is better for some things than digital, just as digital is better 
for other purposes. It makes good sense to use both technologies, 
choosing the one most appropriate to the specific task at hand. 

A well-stocked electronics workbench should have at least 
an analog VOM and a DMM. An analog VTVM or EMM would also 
be very desirable. If you can afford it, it is often useful to have sev¬ 
eral VOMs with spring-loaded clip leads. You can then monitor 
different parts of a circuit simultaneously. 

Adapters for multimeters 

The standard multimeter measures volts, ohms, and milliam- 
peres, so it is quite a versatile device. It can be made even more 
versatile with special add-on adapters to permit additional types 
of measurements. Usually these adapters convert some other 
parameter into a proportional voltage. 

These adapters need not be particularly complex. For exam¬ 
ple, an ordinary semiconductor diode can be used as a simple 
temperature-to-voltage converter. The scale won’t be linear over 
a very wide range, but in some applications, it is sufficient. 

A number of multimeter adapters are available commer¬ 
cially, especially from manufacturers of DMMs. Usually, how¬ 
ever, you have to build one yourself. Plans can be found for these 
adapters in the popular electronics magazines (Radio Electronics, 
Modern Electronics, Hands-On Electronics, etc.). 

Typical multimeter adapters create a proportional dc voltage 
from such parameters as: 

• temperature 

• capacitance 

• frequency 

• light intensity 
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Other adapters extend the range of the multimeter, permitting 
you to read very large or very small voltages and/or currents. 
Adapters are also available to accurately measure ac voltages 
above the basic line frequency (60 Hz). For example, the circuit 
shown in Fig. 1-4 converts an ac voltage in the rf range into a 
proportionate dc voltage. Adapters for measuring true root- 
mean-square (rms) values by converting them to a proportionate 
dc voltage are discussed in chapter 8. 


To 



Cl 0.82 fiF Capacitor 

C2 120 pF Capacitor 

Dl,D2 Small signal diodes 


Fig. 1-4 This circuit converts an ac voltage in the RF range to a proportion¬ 
ate dc voltage. 

Oscilloscopes 

Probably the most important and useful piece of electronic test 
equipment is the multimeter, but the oscilloscope runs a very 
close second. It is particularly helpful when dealing with signals 
that change over time. You can use an oscilloscope to measure dc 
voltages, but this method will usually be technological overkill. A 
multimeter (either digital or analog) almost certainly would be 
more convenient for the job. When it comes to ac signals, how¬ 
ever, the oscilloscope wins hands down over the multimeter. 
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Most multimeters, if they can measure ac voltages at all, can 
give an accurate reading only if the signal in question is a rela¬ 
tively pure sine wave, with no harmonic content or other over¬ 
tones. A more complex waveform will tend to confuse the meter 
because an ac voltage is not a straight-forward value like a dc volt¬ 
age. For example, 3 volts dc (Vdc) is 3 volts dc, and that is that, but 
an ac voltage, by definition, changes values continuously over 
time in a repeating pattern. A 3.0 volt ac (Vac) signal will probably 
have instantaneous values like 2.3 V, 0 V, — 0.7 V, or even 4.1 V, 
depending on what point in the cycle you are measuring. 

Sometimes an ac voltage is measured as a peak value, the 
maximum instantaneous voltage the waveform ever achieves 
during its cycle (Fig. 1-5). Notice there are two peak voltages: a 
positive peak voltage, and a negative peak voltage. Assuming the 
waveform is symmetrical around true zero (ground potential), 
these two peak voltages will be equal, except for their opposing 
polarities. The peak voltage of an ac waveform can be useful in 
determining whether the maximum ratings of sensitive compo¬ 
nents are ever exceeded, but it doesn’t really tell much about the 
waveform signal itself. In addition, it would be very difficult to 
design a circuit that would display the peak voltage value on an 
analog meter or a digital read-out. 



Fig. 1-5 The peak voltage is the maximum instan taneous voltage occurring 
during the waveform's cycle. 

Often, an ac waveform will not be symmetrical around true 
zero. That is, a given waveform might have a positive peak voltage 
of 4.2 V and a negative peak voltage of — 1.8 V. Just saying the 
peak voltage of the waveform is 4.2 V would be quite misleading 
for most purposes. A peak to peak voltage will, at least, give more 
of an idea of the waveform’s magnitude. The peak to peak voltage 
is simply equal to the difference between the positive and nega¬ 
tive peak voltages: 

E pp = Ep+- E p _ 
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where E pp is the peak to peak voltage, Ep+ is the positive peak volt¬ 
age, and Ep_ is the negative peak voltage. 

Four our example waveform with a positive peak voltage of 
4.2 V and a negative peak voltage of—1.8 V, the peak to peak volt¬ 
age is equal to: 

E pp = 4.2 - (-1.8) 

= 4.2 + 1.8 
= 6.0 V, peak to peak 

Unfortunately, the peak to peak voltage still doesn’t tell very 
much about how the ac signal will function in a given circuit. 
Standard formulae, such as Ohm’s law, will not work. Part of the 
problem is that, for most ac waveforms, the peak voltages occur 
for only a very brief portion of each cycle. (There are exceptions, 
of course. A square wave is at its positive peak voltage for half of 
each cycle, and at its negative peak voltage the rest of the time.) 

To get a meaningful ac voltage value for the waveform as a 
whole, it is generally necessary to take some sort of average. Sev¬ 
eral instantaneous voltages per cycle are added together and the 
sum is divided by the number of samples. Unfortunately, for a 
symmetrical waveform, the complete average will always work 
out to 0 (plus or minus minor rounding off errors). Obviously, this 
value is utterly useless. An average voltage is therefore normally 
taken over just one half of each waveform. For a sine wave, the 
average voltage always works out to 0.636 times the peak voltage. 
Other waveforms will have different average values. 

Even with the average voltage, Ohm’s law and other impor¬ 
tant electronics formulae still do not work. Moreover, it requires 
some complicated circuitry to measure average ac voltages. 

For most practical purposes, ac values are given in root- 
mean-square (rms). Such values are calculated through some 
rather complex mathematics. For sine waves (but no other 
waveforms) the rms value equals 1.11 times the average, or 0.707 
times the peak. Peak, average, and rms values are compared in 
Table 1-1. 

The big advantage of rms values is that they allow us to use 
Ohm’s law and other common equations just as we would in a dc 
circuit. According to Ohm’s law, the current flow is equal to the 
voltage divided by the resistance. A rms ac voltage will give the 
same current value as the comparable dc voltage. For example, 
let’s say we have 10 Vdc being dropped across a 250 ft resistance. 
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Table 1-1 Ac voltages can be measured as peak, average, or rms values. 


= 

Peak 

Peak to peak 

Average 

RMS 

Peak 


X 0.5 

X 1.57 

X 1.41 

Peak-to-peak 

X 2 

— 

X 3.14 

X 2.82 

Average 

X 0.636 

X 0.318 


X 0.9 

RMS 

X 0.707 

X 0.3535 

X 1.11 

— 


Find the known value unit in the top line. Follow the column down until it intersects the line for the 
desired value unit. Multiply by the constant in the space. For example, if you know the average 
value and want to find the rms value, multiply the average value by 1.11. 


The dc current is therefore equal to: 



_ 10 
250 

= 0.04 A 

If we replace the 10 Vdc with a sine wave of 10 V rms through 
the same 250 resistance, we will also get an ac current value of 
0.04 A rms. However, the average voltage for that same ac signal 
would be about 9 V, and the peak value would be 14.1 V, resulting 
in rather meaningless current values if we try to use Ohm’s law. 

It is relatively easy to design an ac voltmeter to measure the 
rms values of sine waves, but such a meter will not be able to give 
accurate readings for any other waveform, such as a triangle wave 
or a square wave. Even worse, the ac voltmeter will not give you 
any indication of whether the signal being monitored is reason¬ 
ably close to a sine wave or not. It just assumes the input signal is 
in the form of a sine wave and measures it accordingly. Clearly, 
this method will give some totally meaningless readings for cer¬ 
tain waveforms. 

With an oscilloscope, you can see the actual waveform. You 
can easily see the peak points and its zero lines. You can see 
whether or not the waveform is symmetrical. If the ac waveform 
is riding on a dc voltage, this is also clearly visible. An oscilloscope 
permits you to actually see the signal being monitored, by draw¬ 
ing a picture of it on a CRT screen (similar to that of a television 
set.) The oscilloscope, therefore, permits us to perform many test 
procedures that would be impossible or impractical with a multi¬ 
meter. Chapter 5 covers a number of common test procedures 
using the oscilloscope. 
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Like most other types of electronic equipment, oscilloscopes 
range from relatively simple to very complex devices. They are 
available with numerous specialized features, which might or 
might not be useful in the specific type of electronics work you do. 

A simple, basic oscilloscope displays one waveform at a time, 
which is useful for many purposes, but sometimes it is not 
enough. You cannot compare phase relationships (timing of 
cycles) among various parts of the circuitry. It would also be diffi¬ 
cult to determine whether a particular stage was adding subtle 
distortion (mishaping of the waveform) of an input signal. Under 
such conditions, a dual-trace oscilloscope is needed. 

Dual-trace oscilloscopes 

A dual-trace oscilloscope, sometimes called a dual oscilloscope, is 
essentially two oscilloscopes in one. As the name suggests, two 
signal traces are displayed on the CRT screen, which is very use¬ 
ful for troubleshooting and servicing. Two signals can be com¬ 
pared directly. For example, you can monitor the input signal for 
a questionable stage and its output simultaneously, making it rel¬ 
atively easy to see if the stage in question is doing what it is sup¬ 
posed to do to the signal or if it is distorting or shifting the signal in 
some unintended way. In many electronic circuits, signal phase is 
crucial. 

How can you find an out-of-phase signal with a single-trace 
oscilloscope? Phase is the description of the signal timing—when 
each cycle begins and ends—as compared to some reference. It is 
a comparative, rather than an absolute, parameter (such as volt¬ 
age or resistance). A dual-trace oscilloscope permits you to make 
such comparisons. 

The obvious way to design a dual-trace oscilloscope would be 
to build a CRT with two independent electron guns, each with its 
own set of deflector plates—in other words, two CRT tubes in a 
single glass envelope. Unfortunately, this approach can be very 
expensive, although it is used in some high-end dual oscillo¬ 
scopes. Two CRT tubes also introduces a number of tricky design 
problems, such as how to keep the beam from one electron gun 
from being affected by the deflector plates of the other gun. It can 
be done, but it is not easy or inexpensive. 

Most practical dual-trace oscilloscopes use some type of digi¬ 
tal switching to simulate the effect of two electron beams, even 
though only a standard single-gun CRT is used. There are two 
basic ways this switching is done: alternate mode and chopped 
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mode. Most dual-trace oscilloscopes can operate in either switch¬ 
ing mode, depending on the sensed signals and/or the front panel 
control settings. A simplified block diagram of a dual-trace oscil¬ 
loscope is shown in Fig. 1-6. The difference between the two 
modes is in how the electronic switch is operated. 

Preamp 

channel 



Fig. 1-6 A dual-trace oscilloscope switches back and forth between two 
input signals. 

In the alternate mode, trace A is first drawn for one complete 
sweep cycle. That is, the beam is moved across the screen, just as 
in a regular, single-trace oscilloscope, but at the end of the sweep 
cycle, when the beam reaches the far end of the screen, input A is 
switched out and input B is switched in. An offset voltage moves 
the center (zero) line of this second trace, so the two traces do not 
overlap (unless you choose to set the controls for such overlap, for 
certain test functions). Now, trace B is drawn across the screen for 
one complete sweep cycle. When the beam reaches the far end of 
the screen, the input is switched back to signal A, and this trace is 
redrawn for the next sweep cycle. The oscilloscope’s CRT screen 
is coated with a phosphorous with some delay. This coating, cou¬ 
pled with persistence of vision, makes it appear that both traces 
are being continuously displayed, unless the sweep frequency is 
very low. 
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The chopped mode is rather similar, except that the switch¬ 
ing takes place much more frequently. It does not wait until the 
end of a sweep cycle; instead, the beam is switched back and forth 
between the two traces many times during each sweep cycle. A 
little bit of trace A is drawn, then signal A is turned off and a little 
bit of trace B is drawn. If an appropriate switching rate is used, the 
two traces will appear to be continuous lines, but they actually 
will be broken up, as illustrated in exaggerated fashion in Fig. 1 -7. 
These breaks in the traces might become visible at some frequen¬ 
cies. 
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Fig. 1-7 In the chopped mode, the oscilloscope switches between the two 
signals many times per sweep cycle. 

For some signal pairs, the alternate mode will work better 
and provide more precise information about the signals. In other 
cases, the chopped mode is the better choice. Actually, for most 
noncritical work, the choice of mode probably won’t matter too 
much—either will work fine. 

Dual-trace scopes are now the norm, except for small porta¬ 
ble scopes and very inexpensive bench scopes. Single-trace 
scopes are still manufactured and used, but they are becoming in¬ 
creasingly rare. In the future, there will be even more extensive 
multiple-image scopes. 


Storage oscilloscopes 

Occasionally, while working on an electronic circuit, a techni¬ 
cian might want to study certain displayed waveforms for awhile. 
With a continuous, unvarying periodic (ac) waveform, this is no 
problem, since the pattern is repeatedly redrawn during each 
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cycle of the oscilloscope’s sweep signal. One-shot signals, how¬ 
ever, such as those used in switching circuits, come and go 
quickly. Often the entire signal of interest lasts only for a few mil¬ 
liseconds, and then it’s gone, leaving just a flat trace on the oscil¬ 
loscope’s screen. 

The persistence of the phosphors coating the inner surface of 
the oscilloscope’s CRT screen permit them to glow long enough 
for the trace to be seen, but the displayed trace fades away within 
seconds. This often might not be long enough for the technician to 
read enough information from the displayed waveform. Ob¬ 
viously, this type of problem becomes more crucial as the signal 
increases in complexity and detail. 

The solution to such problems is to use a special type of oscil¬ 
loscope known as the storage oscilloscope. A storage oscilloscope 
can be used as a regular oscilloscope, duplicating all the standard 
functions, but it also features a special storage mode to permit rel¬ 
atively long-term display of nonperiodic (not repeating) signals. 
To accomplish this long-term display, the storage oscilloscope 
uses a special type of CRT. The basic structure of this device is il¬ 
lustrated, in somewhat simplified form, in Fig. 1-8. 



Phosphor 

screen 


Fig. 1-8 A storage oscilloscope uses a special type of CRT with two electron 
guns and a storage grid just inside the display screen. 


This type of storage CRT and the simpler CRT used in most 
basic oscilloscopes differ in two main respects. In the storage 
oscilloscope, the CRT has two electron guns, instead of just the 
usual one, and a storage grid of tiny electrodes mounted just in¬ 
side the phosphor-coated display screen. The two electron guns 
in the storage oscilloscope’s CRT are called the main gun and the 
flooding gun. 
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The main gun functions just like the electron gun in an ordi¬ 
nary CRT. It produces the electron beam that draws the actual 
signal trace on the display screen. In the basic (nonstorage) mode, 
the flooding gun and the storage grid are left unused. 

When the oscilloscope’s storage mode is activated, the elec¬ 
trodes in the storage grid are saturated with a negative electrical 
charge just before the momentary signal trace is drawn on the 
display screen by the main gun. The electrodes that are struck by 
the directed electron beam from the main gun as it draws the 
trace take on a localized positive charge. The other electrodes in 
the storage grid, which are not touched by the main gun’s electron 
beam, do not pick up a positive charge. When the complete de¬ 
sired waveform appears on the face of the CRT, the saturating 
negative charge is removed from the storage grid. The storage grid 
is specifically designed so that the positive charge on individual 
electrodes decays at a very slow rate, unless it is deliberately re¬ 
moved by resaturating the entire grid with an external negative 
charge. 

The flooding gun now takes over, irradiating the entire stor¬ 
age grid, which prevents the electrons from the flooding gun from 
reaching the phosphor-coated screen, except in those areas hold¬ 
ing a localized positive charge. As a result, the original waveform 
trace continues to be displayed on the oscilloscope’s screen. As 
the glowing phosphors start to fade, they are continuously re¬ 
energized by new electrons from the flooding gun. 

The stored signal can be held and displayed, usually up to a 
maximum of several minutes. Infinite storage times are not possi¬ 
ble, of course, because the storage grid electrodes cannot hold 
their charge indefinitely. The stored charge inevitably leaks off 
within a few minutes. Even so, the stored waveform is held long 
enough for the technician to examine it quite thoroughly. 

Not surprisingly, storage oscilloscopes are considerably more 
expensive than standard oscilloscopes. If you need the storage 
function, however, the increase in price is well worth it. 

Digital oscilloscopes 

There is no question that the big trend in electronics over the last 
decade or so has been the general move from analog to digital cir¬ 
cuitry. It should not be at all surprising that a number of digital 
oscilloscopes are now available. 

Unlike the digital multimeters discussed earlier, the final 
output of a digital oscilloscope is still in analog form — the wave- 
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shape is visually drawn, not represented by displayed numerical 
values. The difference is in how this is done. A digital oscilloscope 
uses digital circuitry to prepare the signal for display. In a digital 
oscilloscope, the analog signal to be monitored is converted into 
digital form for processing and multiplexing, then it is converted 
back into an analog image for the final display. 

Some digital oscilloscopes do not even have a CRT. A multi¬ 
plexed arrangement of light-emitting diodes (LEDs) often is used 
to display the waveform. By lighting up only the appropriate LEDs 
in the matrix, it is possible to draw the waveform in dot-to-dot 
fashion. Obviously, the more LEDs there are in the matrix, the 
clearer the image will be and the more detail will be possible. 

More recently, liquid crystal displays (LCDs) have been used 
for this purpose, permitting lower power consumption, simpler 
multiplexing circuitry, and less expensive construction (each 
individual LED has to be soldered into the circuit). The dis¬ 
play signal data must be in digital form to light up the appro¬ 
priate LED or activate the appropriate spot on a LCD in a display 
matrix. 

An LED display tends to offer a little less detail than a CRT, 
but it is less bulky and less fragile. It also does not require the high 
operating voltages a standard CRT demands. A LCD display can 
be even smaller and consume even less power than an LED dis¬ 
play. Hand-held dual-trace oscilloscopes are available with LCD 
displays. A hand-held unit would not be practical using a stan¬ 
dard CRT. 

Unlike analog and digital multimeters, there would be no 
particular advantage for most technicians to own both an analog 
oscilloscope and a digital oscilloscope. They both perform essen¬ 
tially the same functions, just using different circuitry. 

A special type of digital oscilloscope may use either a CRT or 
an LED/LCD display, but the digital circuitry is employed for sig¬ 
nal processing purposes. The digital storage oscilloscope (DSO) is 
becoming increasingly popular among serious electronics techni¬ 
cians; however, the cost and expense of such instruments place 
them outside the reach of most electronics hobbyists. 

The DSO takes the idea of the analog storage oscilloscope one 
step further. In an analog storage oscilloscope, the stored signal 
will fade away after a few minutes. A DSO, on the other hand, can 
hold the displayed signal indefinitely, as long as power is contin¬ 
uously supplied to the instrument. The data about the displayed 
signal is stored in numerical form in a digital memory, not just in 
electrical charges within the display screen. If a DSO is combined 
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with a computer, as is often done, the signal can even be recorded 
for permanent storage and later recall and reuse. 

Because the stored signal is in digital form, it can be manipu¬ 
lated in a number of ways. For example, certain features of the 
displayed waveform can be highlighted for emphasis, or the tech¬ 
nician can enlarge the display to “zoom in” on areas of particular 
interest. The stored signal can be combined or compared with 
some other reference signal stored at an earlier time. Another ad¬ 
vantage of the DSO is that, as a rule, digital timing can be more ac¬ 
curate than analog timing. 

When shopping for a digital storage oscilloscope, all other 
factors being equal, choose the DSO with the longest record 
length specification. The record length determines how long the 
stored waveform can be; that is, how much information the DSO 
can hold at a time. 

In addition to the analog bandwidth specification (which is 
essentially the same for both digital and analog oscilloscopes), you 
will also need to consider the sampling rate. The analog input sig¬ 
nals are converted into digital form by sampling their instanta¬ 
neous voltages many times per second. The speed at which this is 
done is called the sampling rate, and the faster the better. The 
sampling rate is usually given in the form of the highest usable 
signal frequency for the DSO’s maximum sampling rate. 

According to the Nyquist theorem, the sampling rate must be 
at least twice the frequency of the signal to be digitized, or a form 
of distortion known as aliasing will occur. This distortion dis¬ 
guises the signal frequency and gives totally meaningless results. 

If the sampling rate is just twice the signal frequency, the sig¬ 
nal’s frequency can be measured accurately, but all details of the 
actual waveshape will be lost. For this reason, some manufac¬ 
turers of DSOs specify the sampling rate for four or more points 
per cycle or period. Before comparing sampling rate specifications 
for competing DSOs, make sure you know how the figure was de¬ 
rived. The four-points system will give less impressive numbers 
than the straight Nyquist method, but in practical terms, the 
four-points system will offer more accurate results. 

Several different sampling methods are used in DSOs. Most 
currently available DSOs offer the options of real-time sampling 
and repetitive sampling. Real-time sampling uses a very high 
sampling rate to provide enough sample points in a single sweep 
to permit an accurate reproduction of the waveform. This type of 
sampling is used primarily for one-shot or aperiodic (nonrepeat¬ 
ing) events, such as switching signals. 
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For periodic (ac) waveforms, repetitive sampling is generally 
preferred. Because the monitored waveform keeps repeating it¬ 
self, fewer samples can be taken during each individual sweep, 
and the waveform can be reconstructed in detail by combining 
the sample points for several consecutive sweeps. A lower actual 
sampling rate can be used to give the same degree of display de¬ 
tail. 

Practical test procedures using oscilloscopes of various types 
are covered in chapter 5. 

Signal generators 

A signal generator is used to provide a known input signal for sig¬ 
nal-tracing type tests. The standard procedure for signal tracing is 
to feed the signal generator’s output to the input of the circuit to 
be tested. In some cases, it is necessary to disconnect the circuit’s 
normal input connection. A measurement is then taken at the 
output of the first stage of the circuit. 

Depending on what is being tested, look to see if the signal is 
missing, overly attenuated, distorted, or clipped. If the signal 
looks okay at the output of the first stage, move on to the output of 
the second stage. Continue with this process, moving toward the 
circuit’s final output. When you find a point where the signal dis¬ 
appears or otherwise becomes unacceptable, you have isolated a 
trouble stage. Look for a faulty component in that stage of the cir¬ 
cuit. All earlier stages have been cleared of suspicion. 

Most signal generators put out a single-frequency signal of a 
specific waveshape (sine waves, square waves, and triangular 
waves are the most commonly used). Some signal generators 
sweep through a range of frequencies and used to test the fre¬ 
quency response of the circuit under test. 

There are two broad classes of signal generators: AF signal 
generators and RF signal generators. The chief difference be¬ 
tween the two signal generators is in the frequency of the gener¬ 
ated signal. An AF signal generator produces a fairly simple, con¬ 
tinuous waveform nominally in the audio frequency range. The 
theoretical range of audible frequencies runs from about 20 Hz to 
20 kHz (20,000 Hz); however, many AF signal generators can gen¬ 
erate signal frequencies below 20 Hz, and often well above 20 
kHz. Modern technology permits the design of a single circuit 
with a range from close to 0 Hz (dc) up to 100 kHz (100,000 Hz) or 
so. This is still considered to be an AF signal generator because the 
basic design is that of an AF circuit. 
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An RF, or radio frequency, signal generator, on the other 
hand, produces signals with much higher frequencies, sometimes 
ranging well into the megahertz (millions of Hz) range. Such high 
frequencies require special design techniques in the circuitry. 
Another important difference is that an RF signal generator usu¬ 
ally has some sort of simple modulation—that is, the main RF 
signal will be combined with a simple AF signal (usually inter¬ 
nally generated) to simulate a radio broadcast. 

AF signal generators 

Within the broad category of AF signal generator are three basic 
types of instruments, although the use of the terminology some¬ 
times overlaps. An AF signal generator will be an audio oscillator, 
a signal generator, or a function generator. There are real differ¬ 
ences among these categories, even though, in practice the names 
are sometimes used interchangeably. In some cases, the dividing 
line between these three classes of AF signal generators is not 
hard and fast. 

Audio oscillators Generally speaking, an audio oscillator 
produces an AF sine wave. A sine wave, shown in Fig. 1-9, is the 
simplest and purest ac waveform. Unlike all other waveforms, the 
sine wave consists of just a single frequency component, with no 
harmonic content at all. It is relatively difficult to generate a good, 
pure sine wave with no distortion (unwanted harmonic content), 
so audio oscillators are usually fairly expensive and sophisticated 
instruments. 

Because a sine wave is so pure, it is helpful in identifying har¬ 
monic distortion and noise generation in the circuit under test. 
The output from the audio oscillator is used as the stage’s input 
signal, instead of its normal signal source. This way, you know 
exactly what the signal going into the circuit is like, and you can 
compare the results at the output. 



Fig. 1-9 An audio oscillator gen Fig. 1-10 Another common electronic 

erates an audio frequency waveform is the triangle wave, 

sine wave. 
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Signal generators The term signal generator is usually em¬ 
ployed for an instrument that produces some waveform other 
than a sine wave. Typical examples are the triangle wave 
(Fig. 1-10), the sawtooth wave (Fig. 1-11), and the rectangle wave 
(Fig. 1-12). 




Fig. 1-11 A sawtooth wave. Fig. 1-12 A typical rectangle wave. 

These different waveforms are useful for different types of 
tests. A triangle wave is often used in place of a true audio oscilla¬ 
tor (sine wave generator) because the required circuitry tends to 
be simpler and less expensive. Also, the harmonic content of a tri¬ 
angle wave is relatively weak. 

All ac waveforms except the sine wave consist of multiple 
frequency components. The base frequency is the fundamental 
frequency, the frequency of the waveform as a whole. It is the 
strongest (highest amplitude) frequency component. In simple 
waveforms, like the ones we are concerned with, the fundamen¬ 
tal is also the lowest frequency component. 

The other frequency components are called overtones, or 
harmonics. A harmonic is an exact integer multiple of the funda¬ 
mental frequency. (Some complex waveforms have enharmonic 
overtones, which are higher than the fundamental frequency but 
are not exact integer multiples.) The harmonics are numbered by 
their integer multiples. For example, if the fundamental fre¬ 
quency is 250 Hz, then the following harmonics are possible: 


Harmonics 


Hertz 

500 

750 

1000 

1250 

1500 

1750 

2000 

2250 

2500 


2nd 

3rd 

4th 

5th 

6th 

7th 

8th 

9th 

10th 


and so forth, continuing indefinitely. 
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The harmonics are weaker (lower amplitude) than the fun¬ 
damental frequency. The higher the harmonic, the weaker its 
amplitude. The highest harmonics are generally so weak that 
their effect on the overall waveform is negligible and they can 
reasonably be ignored. The specific harmonics included and their 
relative amplitudes determine the waveform. 

For example, a triangle wave includes the fundamental and 
all odd harmonics, but no even harmonics. A square wave in¬ 
cludes the same harmonics as a triangle wave of the same fre¬ 
quency, but the amplitude of each individual harmonic is much 
stronger in the square wave. A sawtooth wave includes all of the 
available harmonics, both odd and even. 

A signal generator that produces rectangle waves is often 
called a pulse generator. (The terms rectangle wave and pulse 
wave are generally synonymous.) A rectangle wave has just two 
voltage levels, high and low, with no transition time between the 
two. (Most other waveforms slide linearly through a range of volt¬ 
ages.) 

Most modern pulse generators feature a control to adjust the 
duty cycle of the rectangle wave. The duty cycle determines how 
much of each complete cycle will be in the high state, thus affect¬ 
ing the harmonic content of the waveform. The duty cycle is usu¬ 
ally expressed as a ratio, 1:X. Every harmonic that is a multiple of 
X is omitted from the waveform. For example, if the duty cycle is 
1:3, every third harmonic will be omitted: Fundamental, 2nd har¬ 
monic, 4th harmonic, 5th harmonic, 7th harmonic, 8th harmonic, 
10th harmonic, and so forth. Similarly, if the duty cycle is 1:4, any 
harmonic that is a whole number multiple of 4 will be left out of 
the sequence: Fundamental, 2nd harmonic, 3rd harmonic, 5th 
harmonic, 6th harmonic, 7th harmonic, 9th harmonic, and so 
forth. 

The popular and widely used square wave is just a special 
form of the rectangle wave, in which the level is high for exactly 
half of each complete cycle. The duty cycle is 1:2; therefore, all 
harmonics that are multiples of two (all even harmonics) are 
omitted. 

Sometimes you will see a reference to a test instrument 
known as a signal injector. This is just a simple AF signal genera¬ 
tor that feeds its output through a probe that can be conveniently 
moved through the circuit under test to check out various points. 
Usually a signal generator will have very few controls and fea¬ 
tures. 
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Function generators The third major type of AF signal gen¬ 
erator is the junction generator. A function generator is basically 
a special form of the signal generator. Most signal generators put 
out just a single waveshape. A function generator, on the other 
hand, lets the technician choose from three or four different 
waveshapes. For certain tests, a square wave, for example, might 
be better than a sine wave, or vice versa. 

Function generators also tend to have a wider frequency 
range than simple signal generators. Many function generators 
are capable of putting out signals ranging from a fraction of a hertz 
up to several megahertz. 

RF signal generators 

For radio frequency work, an RF signal generator is used. It is sim¬ 
ilar in concept to regular (audio and ultra-audio] signal genera¬ 
tors, but the output frequency is much higher. The output from an 
RF signal generator is almost always a sine wave. Usually there is 
the capability to modulate the main output signal with another 
signal in the audio range, and the technician can select between 
amplitude modulation (AM) or frequency modulation (FM). 

Because of the high frequencies being produced, an RF signal 
generator must be very well shielded. Usually it must be type- 
approved by the FCC. RF signal generators are usually crystal- 
controlled for accuracy and stability. 

Signal tracers 

A signal tracer is a device for detecting the presence of a signal. 
Usually it’s not much more than a small amplifier and speaker 
with test leads for taking its input from the circuit point under 
test. A signal tracer is often used with a signal generator to test 
audio equipment, but it can be used alone, also. 

A signal tracer is often used in the reverse manner for signal 
generators. The signal tracer is first connected to the circuit’s out¬ 
put (usually the speaker terminals). It is progressively moved 
backward through the circuit, stage by stage, until the signal has 
been found. If there is no signal at the output of stage 4, but the 
signal is fine at the output of stage 3, then the problem is in stage 4. 

Capacitance meters 

Until fairly recently, capacitor testers were not found on too 
many electronics servicing workbenches for several reasons. The 
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early capacitor testers were bulky and expensive. More impor¬ 
tantly, they really weren’t good for very much. Most were basi¬ 
cally “go/no-go” type testers that checked for shorts or opens and 
perhaps gave a rough measurement of leakage. Some of the top 
units also gave a (very) approximate reading of the capacitance 
range. 

Shorted and open capacitors almost always can be pin¬ 
pointed in-circuit without a capacitor tester. It also isn’t very dif¬ 
ficult to isolate a leaky capacitor with in-circuit voltage and cur¬ 
rent tests. The early capacitor testers could be handy in certain 
circumstances, but for most technicians they were an unneces¬ 
sary luxury. It was nice to have one, but it was no hardship to live 
without it. 

The modern capacitance meter, however, is completely dif¬ 
ferent. It is essentially a digital device that displays the actual ca¬ 
pacitance numerically and with great precision. Most capaci¬ 
tance meters work by measuring the time constant of the 
capacitor being tested. The time constant is the time required for 
the capacitor to charge up to two-thirds of the applied voltage 
through a given resistance. The resistance, of course, is deter¬ 
mined by the meter’s circuitry and is a constant. 

For many applications, the exact value of capacitance is not 
terribly important. Circuit resistances are usually much more 
crucial. Most resistors used in circuits today have a tolerance of 
5 percent, while 20 percent tolerances are typical for capacitors. 
However, sometimes a capacitor can change its value outside its 
tolerance range and throw off circuit performance. 

The capacitance value does become crucial in frequency¬ 
determining circuits, such as filters, tuners, and oscillators. In 
some applications, the actual capacitances don’t matter as much 
as whether or not two or more capacitances in the circuit are 
closely matched. 

A capacitance meter is also useful for hunting down stray ca¬ 
pacitances in a circuit. Remember, a capacitor is really nothing 
more than two conductors separated by a dielectric (insulator). 
Stray capacitances can show up almost anywhere. Even air can 
serve as a dielectric. Sometimes stray capacitances are at fault in 
older equipment that has worked fine for years but suddenly 
starts behavior erratically. When the stray capacitance is located, 
it can usually be eliminated by repositioning connecting wires or 
replacing or adding shielding between the two conductors that 
are acting like capacitor plates. Adjacent traces on a pc board are 
particularly prone to stray capacitances. 
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Another use for a capacitance meter is to test the quality of a 
length of cable. Most standard types of cable (coax, twin-lead, rib¬ 
bon, etc.) have characteristic capacitances per foot (or per meter). 
Just measure the capacitance across the cable and divide by the 
length to get the specified capacitance-per-unit-length value, or 
something very close to it. 


Capacitance-per-unit-length = 


Total Capacitance 
Length (in number of units 


Make sure that you use the same length unit for both halves of the 
equation. 

This equation can also be reversed to get an estimate of an un¬ 
known length of presumably good cable. 


Length (in number of units) = 


Total Capacitance 
Cap. -per-unit-length 


As you can see, the modern capacitance meter is a truly ver¬ 
satile and useful piece of test equipment, made possible by digital 
technology. 


Frequency counters 

It seems the frequency counter is the status symbol for electronics 
technicians. Everybody wants one, even if they’re not entirely 
sure what they want if for. If you work primarily in general TV 
servicing, you probably wouldn’t use a frequency counter very 
often. On the rare occasions when you need to measure a fre¬ 
quency, you can use your oscilloscope. Just count the number of 
cycles displayed and divide by the time base. 

On the other hand, in some applications a frequency counter 
can be extremely valuable. Two such applications include musi¬ 
cal instrument servicing and working with RF transmitters. In RF 
transmitters, precise frequencies are required by law. A fre¬ 
quency counter is a handy tool for making sure that oscillators, 
multipliers, and frequency synthesizers are working properly 
and are tuned correctly. 

All modern frequency counters are digital devices. The mea¬ 
sured frequency is displayed directly in numerical form. The typ¬ 
ical input impedence of a frequency counter is about 1 megohm 
(M£2), so loading is minimal. Most commercially available fre¬ 
quency counters measure frequencies up to about 50 MHz or 
100 MHz, which should be sufficient for most servicing work. 
However, if you need to measure higher frequencies, accessory 
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prescalers are available to extend the range of a frequency 
counter. 

Servicing test equipment 

Any piece of electronic equipment is likely to require servicing 
sooner or later. Though most people don’t think about it, that ob¬ 
viously includes test equipment. 

Conceptually, at least, servicing a piece of test equipment is 
no more difficult than any other type of electronic circuit. Two 
special types of difficulties are involved. The first is that some¬ 
times you need the instrument being tested to perform the neces¬ 
sary tests. Whenever possible, it is a good idea to have spares of 
general-purpose equipment, such as multimeters. You need a sec¬ 
ond multimeter to find a defective component in your first multi¬ 
meter. In addition, if you have only one multimeter and it breaks, 
virtually all of your service work will come to a standstill until 
you get it fixed. 

Multimeters are inexpensive enough that most technicians 
can afford two or three. The spare units need not be deluxe 
models with all of the special features of your primary meter. 
They just need to be sufficient to get you by in an emergency. 

Some types of equipment are too expensive to have spares on 
hand. For example, unless you work in a large shop with several 
staff technicians, you probably will have just one oscilloscope. If it 
develops a fault, you will need to borrow or rent one until yours 
can be repaired or replaced. It is a good idea to check out the avail¬ 
ability of an emergency replacement before you are faced with an 
actual emergency. 

VOMs are probably the easiest piece of test equipment to re¬ 
pair because there really isn’t very much inside them. They are 
basically made up of switches, a handful of precision resistors, a 
diode or two, and indicators. Common faults include broken 
wires leading from the switches, shorts, or burned-out diodes or 
resistors. Burned-out components are almost always caused by 
accidentally feeding too high a voltage or current to the VOM or 
trying to operate it on the wrong range. Trying to measure a mod¬ 
erate to large ac voltage while the meter is set for ohms, for exam¬ 
ple, almost surely will result in disaster. Unfortunately, this is 
very easy to do. Almost every experienced technician I’ve ever 
met has blown out at least one meter at some point in his career. 

Unless the over-voltage or current is extremely high, this 
type of problem is usually fairly easy to repair. It’s just a matter of 
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locating the burned-out component(s) and replacing them. Since 
there aren’t that many components in the entire VOM circuit, 
you could test every component individually in just an hour or so. 
You can make better use of your time, however, by using a little 
logic to eliminate some of the components as suspects. 

In most cases, the damaged VOM will work on some ranges or 
functions but not on others. Obviously any component included 
in a working range must be good, so there is no point checking it. 
Often one or two resistors or diodes will be visibly burned. Some¬ 
times a burned component looks okay, but can be located by 
smell, especially right after it was damaged. But don’t rely on eye¬ 
ball or nose tests alone. Multiple components might have been 
damaged. A resistor might change value or be internally cracked 
without being visibly burned. Bad diodes usually can’t be de¬ 
tected without a resistance test of the pn junction. A component 
that looks bad probably is, but a component that looks good might 
not be. Don’t be too quick to jump to conclusions. 

There is one part of the VOM that is tough to repair: the meter 
itself. It can be damaged by too large a signal or by a physical shock 
(such as being dropped). Occasionally, the only problem is a bent 
pointer needle. If you have a very sure hand, you might try re¬ 
pairing it. Open up the meter’s housing and carefully bend the 
meter back into the correct position. Do not use too much force, or 
you could break off the pointer needle or bend it irreparably. The 
pointer needle must be absolutely straight, or the meter will be 
useless. 

In some damaged meters, the driving coil might be burned 
out. It is usually not repairable, and the meter itself must be re¬ 
placed. For a VOM, this usually means buying a whole new in¬ 
strument, since the meter makes up the bulk of the unit’s cost. Do 
not try substituting a cheaper meter unless you are really desper¬ 
ate. An unauthorized replacement probably won’t fit mechani¬ 
cally very well, so it will be more prone to physical damage, and 
probably won’t last very long. More importantly, its electrical 
characteristics probably won’t be exactly the same as the original, 
adversely affect the accuracy of the unit. 

VTVMs or other electronic multimeters (FETVMs, etc.) 
aren’t much more complicated to service, but the circuitry does 
include one or more active amplification stages. These circuits 
can be repaired with standard voltage/current measurements 
and signal-tracing techniques. For some electronic multimeters, 
it might be worthwhile to order a replacement meter movement 
from the manufacturer, rather than junking the instrument and 
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buying a new one. Use an exact replacement, or you’ll just be ask¬ 
ing for trouble. 

Repairing a multimeter isn’t particularly difficult in most 
cases. In order to put it back into service, however, you must first 
confirm its accuracy. The unit should be recalibrated after any 
repair or adjustment. It is a good idea to perform calibration pro¬ 
cedures any time the instrument’s case has been opened. Occa¬ 
sionally, the only repair needed on an apparently defective mul¬ 
timeter is recalibration. 

First make sure the meter’s pointer swings smoothly over its 
entire range. To check this, set the multimeter to one of its ohms 
ranges. With the test leads held apart, the pointer should be all the 
way over to the right end of the scale (infinity). Now touch the two 
lead probes together to create a short. The pointer should swing 
smoothly to the far left (zero). Bring the leads together and apart 
several times while watching the pointer closely. It should swing 
back and forth smoothly without sticking anywhere along its 
path. If it does stick, the most likely cause is some debris in the 
pivot base. Open the meter’s housing and carefully remove any 
foreign matter. You’ll need a sharp eye; any very tiny particle 
could cause a problem. 

Now set the multimeter to a voltage setting and make certain 
it is reading the correct value. You need some sort of reference 
voltage — a battery will do, if it is fresh. A mercury cell is the best 
because it holds a very stable voltage, but an ordinary flashlight 
cell will do if it has never been used or hasn’t been sitting on the 
shelf too long. A new flashlight battery puts out a reasonably pre¬ 
cise 1.56 volts. Adjust the meter’s calibration control (usually an 
internal trim pot) until the meter displays the correct reading. 

An oscilloscope is best calibrated with a square-wave signal 
of a known level fed to the vertical amplifier inputs. Watch the 
display closely for any distortion, especially rounded corners. 
This could be caused by faulty coupling capacitors in the signal 
path. 

Signal generators can be tested with an oscilloscope and/or a 
frequency counter. Make sure the output frequency correctly 
corresponds to the nominal frequency of the unit or the setting of 
the front panel control(s) on a variable unit. On an oscilloscope 
that is known to be correctly calibrated, check the output wave¬ 
form for purity, low distortion, and symmetry. 
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Dc voltage tests 
and power supplies 

DC VOLTAGE TESTS ARE USUALLY THE FIRST STEP IN TROUBLESHOOT- 
ing, since the dc voltages of a device usually provide the basis for 
operation. The fact that they are one of the easiest tests adds to 
this reasoning. The remainder of this chapter focuses on the wide 
range of power supplies and their circuits. 

Dc voltage measurements 

Dc voltage is measured with a dc voltmeter. This sounds a little 
obvious, but there are several different types of voltmeters, and 
some circuits need the right type if test readings are to match a 
standard. 

Three basic types of voltmeters are in wide use today. The 
first is the analog voltmeter, which uses a swinging needle over a 
calibrated scale (d’Arsonval movement). These meters have an 
adjustable resistance in series with the leads to allow proper 
range selection. The second major type is the vacuum-tube volt¬ 
meter (VTVM), or its transistorized counterpart, which uses an 
amplifier to drive the meter movement. The third major type is a 
relatively recent development. The digital voltmeter uses an ana- 
log-to-digital (A/D) converter to directly display the measured 
value in numeric form on an LED or LCD read-out panel. No 
mechanical meter movement is used. 

In the analog type, the meter movement and its series resis¬ 
tance are hooked directly across the circuit under test. For mea¬ 
surements with a VTVM, a very large voltage-divider resistor is 
hooked across the circuit; the meter is driven by a dc amplifier 
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whose input is “tapped down” on this voltage divider to obtain 
the desired range. Digital voltmeters are generally used in the 
same manner as mechanical VOMs. That is, the test leads are 
connected directly across the circuit or component to be tested. 
Each type of meter has its own uses, advantages, and disadvan¬ 
tages. 

When it comes to using voltmeters, the most importance dif¬ 
ference between the VOM (analog) type and the VTVM (tube) 
type is in their input impedance, or resistance. The input imped¬ 
ance of the meter sometimes can affect the voltage reading you 
get. The 1,000 £2 per-volt meter—a typical analog voltmeter— 
must offer a total resistance of 1,000 £2 for every volt of the full- 
scale range you want to be able to read. Such a meter, set to a 
10 V (full-scale) range, would have a total resistance of only 10,000 
£2; on a 200 V range, it would have a resistance of 200,000 £2. the 
20,000 £2 per-volt meter — another analog voltmeter—is much 
more sensitive. With this meter, the 200 V range has a total resis¬ 
tance of 4 million £2 (4 M£2). 

The unofficial standard for VOMs is 20,000 £2 per volt. Many 
modern VOMs have input resistance ratings of 50,000 £2 per volt, 
or even 100,000 £2 per volt. The earlier 1,000 £2 per volt VOMs are 
rarely used, except in very noncritical applications. 

Problems with circuit breakers 

A circuit breaker is essentially a resettable fuse. When it blows, it 
doesn’t have to be replaced. A manual push button resets the de¬ 
vice. In most cases, the circuit breaker was tripped by a temporary 
transient on the ac power lines. If, once reset, everything seems to 
be working just fine, there is probably nothing to worry about. 
You don’t know precisely what caused the problem (what made 
the circuit breaker trip), but whatever it was, it is gone now. It was 
presumably a transient phenomenon. 

In some cases, however, a circuit breaker will be tripped each 
time it is reset, sometimes immediately every time power is ap¬ 
plied to the protected circuit. In other cases, the equipment will 
work for a brief time, then the circuit breaker will mysteriously 
be tripped again. 

If a circuit breaker repeatedly trips, or a fuse repeatedly 
blows, there is something wrong. Usually something within the 
circuitry is drawing too much current. There might not be an ac¬ 
tual short circuit, but something is trying to consume too much 
power, resulting in the overload. 
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Surprisingly, this is not always the case. Sometimes circuit 
breakers go bad themselves and start misbehaving. How can you 
tell if you’ve got a bad circuit breaker or not? 

When the questionable circuit breaker trips, clip a second 
circuit breaker across the first one’s terminals. In other words, 
you now have two circuit breakers in parallel. One is the original 
one, which has tripped. The second is a circuit breaker known to 
be good and is reset (not tripped). Of course, this replacement cir¬ 
cuit breaker must have the exact specifications as the original 
unit. If the new, parallel circuit breaker trips, too, then there is 
clearly some sort of current overload in the circuitry. The original 
circuit breaker has been operating properly. If the second, parallel 
circuit breaker does not trip, however, and lets the equipment 
operate normally, then the original circuit breaker must be de¬ 
fective. Simply replace it with the new unit you used for the test 
procedure. 

Checking for a hot chassis 

In some electronic equipment, especially older devices, a metal 
chassis or case is used, and it is electrically grounded. For battery- 
operated equipment a metal case is rarely of any particular signif¬ 
icance. If ac power is used, however, the common wire from the 
ac plug might be connected directly to the chassis. But if the con¬ 
nections are reversed, usually by inserting the plug upside down, 
the result can be a very dangerous shock hazard. 

Because of the potential danger, this type of construction is 
seldom, if ever, used in modern electronics. When a distinction 
must be made between a common wire and a live wire, a polar¬ 
ized plug will be used, but they are a relatively recent develop¬ 
ment. Many consumers are quite ingenious in finding ways to in¬ 
vert a polarized plug or defeat the extra grounding offered by a 
three-prong plug. 

You might occasionally find you have to work with an older 
piece of equipment with a grounded chassis. Even in modern 
equipment, physical damage might result in a short circuit to a 
metallic case or control panel. Obviously, a smart electronic tech¬ 
nician will want to take precautions. If you touch a hot chassis 
while your body is grounded (for example, by touching a water 
pipe), you will receive a very painful, probably dangerous, and 
possibly even fatal electrical shock. 

If an unpolarized plug is used, as on virtually all older electri¬ 
cal devices, there is a 50-50 chance that the wiring will be re- 
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versed, resulting in a live chassis. Even if there is a polarized plug, 
there is the possibility of an unintended short. Also, you have no 
guarantee the polarized plug was installed properly. We once ser¬ 
viced an old television where it turned out a customer had re¬ 
placed a worn power cord. He used a cord with a polarized plug, 
but he installed it backward. This was a primary cause of the fault 
we were asked to service. 

It is easy enough to test for a hot chassis, so there is no good 
reason not to. Just set your multimeter to measure ac voltage, with 
a range that will comfortably cover 120 Vac. (Usually the 150 V 
range will be the closest.) Make sure no power is applied to the 
system. Then, put on a pair of electrician’s rubber gloves and indi¬ 
vidually connect one test lead to the chassis and the other to a 
good earth ground, such as a cold water pipe. 

Once the test leads are connected, apply power to the ques¬ 
tionable device and watch the meter. Ideally, nothing should 
happen. If you get a measurable ac voltage (probably equal to the 
line voltage), then you’ve got a hot chassis. Watch out! 

Reverse the plug. If you now measure no voltage from the 
chassis to earth ground, you’ve identified the problem. It would 
be foolish to not replace the existing unpolarized plug with a suit¬ 
able polarized plug. 

If you get a voltage reading with either plug position or there 
is a polarized plug, especially if the measured voltage is consider¬ 
ably lower than the line voltage, then there is a mechanical short 
somewhere in the equipment being tested. Disconnect all power 
to the equipment and open it up. It should be fairly easy to find the 
short. Something conductive probably will be in physical contact 
with both the circuitry and the chassis. When you think you’ve 
found and corrected the short, repeat the hot chassis test as be¬ 
fore. Sometimes you can be fooled. There might be a second short, 
or what you thought was surely the culprit wasn’t causing 
the problem after all. Don’t make assumptions and take foolish 
chances. 

All-polarity voltmeters 

Voltmeters are quite easy to find, especially dc voltmeters, but ac 
voltmeters are hardly uncommon. On a VOM, DMM, or VTVM, a 
selector switch must be turned to the correct position (ac or dc). In 
some cases, one or both of the test leads must be plugged into dif¬ 
ferent jacks on the test instrument. Of course, to measure a dc 
voltage, the meter’s test leads must be arranged with the correct 
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polarity, or the meter's pointer will be forced backwards, and be 
likely to be bent, or damaged. 

On some multimeters, attempting to measure an ac voltage 
on a dc scale might result in damage to the meter’s circuitry, espe¬ 
cially if it is set for a too-low voltage scale. For most practical elec¬ 
tronics work, this isn’t really much of a hardship, although it 
might occasionally be a bit inconvenient. You simply have to pay 
attention to what you’re doing ( a good idea under any circum¬ 
stances), and be careful to hook up your voltmeter correctly. 

Suppose, however, that you’re not sure if the voltage you 
need to measure is ac or dc, or if it is dc, what the correct polarity 
is. You could try your luck, with the voltmeter set for its highest 
available rating first, but there will always be some inherent risk 
in such blind testing. Also, if you are performing a number of tests 
throughout a circuit in quick succession, it can be a major nui¬ 
sance switching back and forth between the ac and dc settings and 
keeping track of the signal polarity for each test point with a dc 
voltage. 

Such problems are less likely to surface when working with a 
DMM, since most digital multimeters (above the least-expensive 
models) automatically set the range, and a reversed polarity volt¬ 
age simply results in a negative value on the display readout. 
Some DMMs also automatically determine whether the moni¬ 
tored signal is ac or dc and automatically switch themselves to the 
correct mode setting. With an analog multimeter (or other volt¬ 
meter), however, such things can be a major pain in the neck, and 
can all too easily result in a damaged meter. 

A “quick-and-dirty” solution is to place a standard dc volt¬ 
meter (this can be your multimeter set up to measure dc voltages) 
in a Wheatstone-bridge configuration with four standard silicon 
diodes, as illustrated in Fig. 2-1. Almost any silicon diodes should 


Fig. 2-1 This circuit makes 
it easy to test 
voltages of any 
polarity, either dc 
or ac. 
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work well in this application, although we recommend using the 
same type number diodes for all four legs of the bridge. 

The bridge configuration of the diodes rectifies an ac voltage 
into a more or less equivalent dc voltage that can be read by the dc 
voltmeter. Moreover, if you reverse the polarity of the test leads 
when you are measuring a dc voltage, the diodes automatically 
compensate and correct the polarity as far as the voltmeter. No 
matter if the test signal is ac, positive dc, or negative dc, the volt¬ 
meter always “thinks” it sees a positive dc voltage. 

This method is handy, but please don’t expect miracles. This 
is a very crude trick, with a number of significant limitations. Do 
not use it in any application where precise voltage values are cru¬ 
cial. 

Measurements of ac voltages are particularly likely to be in¬ 
accurate. You’ll get the best results if the ac voltage is in the form 
of a sine wave. For ball-park voltage readings, however, this sim¬ 
ple all-polarity voltmeter works well. 

Even with dc voltages, there is some inaccuracy. The voltage 
drop across the diodes will be subtracted from the signal voltage 
before it reaches the voltmeter for measurement. At least, this ef¬ 
fect will be fairly constant, and, if necessary, you can easily add a 
constant “fudge factor” to all voltage readings to compensate for 
the diode voltage drops. 

Another limitation of this circuit is that it doesn’t give you 
any indication of which type of voltage you are monitoring. You 
can’t tell from the voltmeter if you have an ac voltage, a positive 
dc voltage, or a negative dc voltage. Still, this circuit is so simple 
and inexpensive, and can come in so handy for many practical 
testing situations, that this project is certainly worthwhile. Sure 
it’s a “quick-and-dirty” trick, but sometimes that’s all you need to 
do the job. 

Polarity indicators 

Occasionally, when you are working on an electronic circuit, you 
might not be too sure of what type of signal you might find at a 
given test point. Is it ac or dc? If it is a dc voltage, then what is the 
polarity — positive or negative? 

Of course, you can find out with a little careful trial and error, 
using your multimeter. This is a rather inelegant solution and 
calls for a lot of extra test-lead swapping and resetting of the 
multimeter’s mode selector switch. 
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The simple circuit shown in Fig. 2-2 unambiguously tells you 
what type of voltage you are dealing with. A suitable parts list for 
this project is given in Table 2-1. 


+12V 
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Table 2-1 Parts list for the 
polarity indicator circuit of Fig. 2-2. 


IC1A-IC1D 

D1 

D2-D5 


op amp 
tri-state LED 

diode (1N4148, 1N914, or similar) 
0.01 fi? capacitor 
1 Mft Vi Watt 5% resistor 
330K Vi Watt 5% resistor 
10K Vi Watt 5% resistor 
470 ft Vi Watt 5% resistor 


Cl 

R1 


R2, R6 


R3, R4, R5, R8, R9 
R7 


Four op amp stages are employed in this circuit. Any garden- 
variety op amp chips can be used in this application. To keep the 
finished device as compact as possible, a quad op amp chip is 
probably your best choice, since all four op amp stages are con¬ 
tained within a single chip. The LM324, which contains four 741 
type op amps, will work just fine in this circuit. 

The most crucial component in this project is the indicator 
LED (D3). Notice that this is a tri-state LED, which contains two 
LED elements of opposite polarity in a single housing. These two 
LEDs have contrasting colors, usually red and green. With a dc 
voltage of one polarity, the LED will glow red. If the dc voltage’s 
polarity is reversed, the LED will glow green. If an ac signal is ap¬ 
plied to the tri-state LED, the two elements will blink on and off at 
a rate too fast to be visible. The red and green glows will blend to¬ 
gether, and the unit will appear to have a yellow glow. 

In a pinch, you could use two separate LEDs. An ac voltage 
would be indicated when both LEDs appear to be lit simulta¬ 
neously (actually they are blinking on and off at a very rapid rate). 
This is a rather inelegant solution, however, and tri-state LEDs 
really aren’t all that expensive or difficult to find. 

The first and second op amp stages form a simple signal gen¬ 
erator, putting out a sawtooth or ramp waveform. The third op 
amp stage serves as a simple comparator. The output of the ramp 
wave generator is compared to the input signal. Diodes Dl and D2 
force the input signal into the operating range of the circuit, al¬ 
though a severe overvoltage can still damage the circuitry. The 
output of this comparator stage is fed into a second comparator, 
the fourth and final op amp stage. This signal is compared to a ref¬ 
erence value of half the circuit’s supply voltage. The values of re¬ 
sistors Rl and R2 must be equal for this purpose. 

If the input signal is a positive dc voltage, the LED will glow 
red. If the input signal is a negative dc voltage or an ac voltage, the 
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LED will glow green. Of course, if the LED doesn’t light up at all, 
there is no signal (or a ground potential signal) at the test point. 

Full-wave power supplies 

Figure 2-3 shows a full-wave rectifier power supply with a step- 
up power transformer. This type of circuit is used in many TV, PA, 
and radio circuits. 

To read the supply voltage for the TV or amplifier (or the 
load), put the positive lead of the voltmeter on the filter output, 
which is one terminal of the choke (coil). Always set the meter to a 
scale that will show more than the voltage you expect to read. In 
typical TV circuits, this is between 300 and 500 V. Start with the 
meter on a 0 V to 500 V dc scale. 

Notice one odd thing: while putting in 300 Vac at the trans¬ 
former secondary, you get 350 Vdc at the filter input, after rectifi¬ 
cation. This apparent voltage increase is caused by a difference in 
the way the voltmeter reads ac and dc. Ac voltage is read as an ef¬ 
fective or rms, which is only 0.707 of the actual peak or maximum 



Filter 

Input 



Fig. 2-3 A full-wave rectifier power supply with a step-up power trans¬ 
former is used in many TV, PA, and radio circuits. 
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voltage in the waveform. (Conversely, the peak value is 1.414 
times the rms value.) By rectifying the ac voltage, you get a series 
of dc pulses that reach the peak value of the input voltage. Here, 
this would be 300 X 1.414 or about 420 V. 

When you feed this pulsating dc voltage to the large electro¬ 
lytic input filter capacitor Cl, it charges the capacitor to the peak 
voltage, less the “rectifier drop.” The exact amount of voltage 
dropped across the rectifiers will depend on the characteristics of 
the specific devices used. For convenience, assume the rectifier 
drop is about 50 V. When drawing current out of the power supply 
to feed the load, this drops the voltage a little more, so you end up 
with about 350 Vdc at the filter input. Drawing the load current 
through the filter choke gives a small voltage drop, so you read 
about 335 Vdc at the filter output. 

In some circuits, you’ll find resistors used in place of the 
choke. The higher dc resistance makes the drop within the filter 
higher, so you get a lower voltage at the filter output. 

Measuring ac voltages 

Ac voltage tests are inherently trickier than comparable dc volt¬ 
age tests. The waveshape (harmonic content) and the frequency 
of the signal being measured both can affect the reading obtained 
on a multimeter. 

If at all possible, ac voltages should be measured with an 
oscilloscope, rather than a multimeter. On an oscilloscope you 
can actually see the waveform and the frequency, and you can 
measure the peak to peak voltage by counting the number of 
granules taken up by the height of the displayed signal. You can 
get reasonable accuracy on your measurements this way, al¬ 
though you can’t really get high-precision results. Typically, the 
accuracy of ac voltage readings made on an oscilloscope are about 
3 to 5 percent, which is pretty good, although not great. 

If you need greater accuracy and the waveform in question is 
reasonably close to a sine wave, you can measure the signal with 
the ac voltage section of your multimeter. However, if any other 
waveform is involved, you won’t be able to get meaningful read¬ 
ings. 

Check the manufacturer’s specification sheet for the multi¬ 
meter you are using to make sure the frequency of the signal to be 
measured is within the usable range. A too high or too low signal 
frequency will throw off the reading, often by a considerable 
amount. Some simple, inexpensive multimeters can’t deal with 
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frequencies much higher than about 40 to 60 Hz. But modern 
high-grade DMMs often can handle frequencies up to about 10 
kHz (10,000 Hz) on the lowest voltage range. Of course, if the ac 
signal is riding on a dc voltage (not centered around ground po¬ 
tential), you will not be able to get an accurate reading from a 
multimeter. 

If you need to measure a moderately low-frequency square 
wave, you can use the dc voltage section of your multimeter. The 
reading will be approximately one-half the actual (peak) voltage 
value. For example, a reading of 2.5 V would indicate a measured 
signal voltage of about 5 V. 

This trick will only work with a fairly narrow range of fre¬ 
quencies. You will have to experiment to determine the useful 
limits of this test on your particular multimeter. If the signal fre¬ 
quency is too low, an analog meter’s pointer will bob back and 
forth, making it very difficult, if not impossible, to read. On a 
DMM, you would just get a blur of continuously changing num¬ 
bers, not any useful measurement. On the other hand, if the signal 
frequency is too high.you will get a steady reading, but it will be¬ 
come increasingly inaccurate as the frequency increases. 

Power supply ripple 

Many modern electronics circuits require a fairly tightly regu¬ 
lated power supply. That is, the supply voltage should not vary 
much from its nominal value. Except for battery-operated porta¬ 
ble equipment, most electronic devices are operated from the ac 
power lines through an ac-to-dc converter power supply circuit. 
Ordinary house current has a frequency of 60 Hz. All too often, 
some of this 60 Hz ac signal will manage to get through the power 
supply’s filters and ride on the dc supply voltage, as illustrated in 
Fig. 2-4. This effect is known as power supply ripple. 


Ac 

Ripple 


/VWW\/- 

Nominal 
dc voltage 


Fig. 2-4 Some circuits are sensitive to power-supply ripple, which is an ac 
signal riding on the dc supply voltage. 
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Of course, it is quite easy to spot such ripple with an oscillo¬ 
scope, but when you are working on a power supply circuit, it 
probably is easier to use a multimeter. First, measure the dc volt¬ 
age at the output of the power supply circuit, then switch your 
multimeter into the appropriate mode to measure ac voltages. 
Note: Please remove the test leads from the circuit under test or 
turn off the power to the system while switching modes. In some 
cases, your multimeter could be damaged if power is applied con¬ 
tinuously to its test leads while you are switching modes. 

Measure the ac voltage at the same test point where you took 
the dc voltage reading. This ac voltage will be roughly equivalent 
to the ripple signal riding on the dc voltage. It usually will be a 
very small value, unless there is something severely wrong with 
the power supply circuit. It certainly should be considerably 
lower than the dc voltage. 

Divide the ac ripple voltage by the dc voltage and multiply by 
100. In algebraic terms this is: 

Eac/Edc X 100 = % ripple 

where Eac is the ac voltage, and Edc is the dc voltage. 

As an example, let’s assume the power supply is putting out a 
dc voltage of 12 V. The ac ripple voltage is 0.15 V, so the power 
supply’s ripple rating in this case works out to: 

% ripple = X 100 

= 0.045 X 100 
= 4.5% 

This is quite a good reading and should be perfectly sufficient 
to power most electronic circuits adequately. However, some 
highly crucial circuits (such as some digital systems) might re¬ 
quire even better regulation. You will need to add more filtering 
to get good results from the circuit using this power supply in this 
case. 

Let’s consider another example. This time the dc voltage is 
9 V, and the ac ripple voltage gives a reading of 1.2 V. This means 
the ripple factor of this power supply works out to: 

% ripple = ^ X 100 

= 0.133 X 100 
= 13.3% 
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This much ripple is likely to cause some operational problems for 
all but the most noncrucial circuits. Assuming the power supply 
circuit wasn’t just from a lousy design, there is probably a bad 
filter capacitor in the circuit. This is a fairly common type of 
problem, especially with older electronic equipment. It also can 
happen occasionally with equipment that has been left unused 
for an extended period. Large electrolytic capacitors are com¬ 
monly used for power supply filtering. They can sometimes dry 
out and go bad if not occasionally refreshed by a suitable voltage 
being fed across them. 

If the ripple factor is really outrageously large in proportion 
(say, about 25% or greater) to the dc voltage, suspect that one or 
more of the rectifier diodes in the power supply circuit has 
opened up or you have a bad transistor or voltage regulator IC. 
Such problems almost certainly will create severe misoperation 
of the circuitry being powered by the defective supply. In many 
cases, the result could be complete equipment failure. Fortu¬ 
nately, this type of problem is not too common. 

Shorted power transformers 

A common source of problems in electrical circuits is the short 
circuit. The trick is in determining just where it is. It’s usually 
somewhere in the load circuit, but not infrequently, the problem 
might be in the power transformer. You could waste hours going 
through every component of the load circuit and tearing your hair 
out because everything checks out fine, when the problem was 
really in the power supply itself. 

A handy “quick-and-dirty” test is to disconnect everything 
from the secondaries of the power transformer. It should be driv¬ 
ing no load at all. Now, plug in the device and wait a few minutes. 
Ten to twenty minutes would be appropriate. Feel the case. Is it 
abnormally warm? If it is, then the power transformer is probably 
shorted. If the case is too hot to touch comfortably, then there is 
definitely a problem with the power transformer. 

You’ve narrowed down the problem to the power trans¬ 
former, since nothing else is getting power, so no other compo¬ 
nent can be the source of the heat. The transformer cannot be 
overloaded, since it is running with no load at all, so the current 
drawn from its secondaries should be zero. The only possible 
cause is some shorted windings within the transformer itself. The 
transformer must be replaced or rewound. 
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You can use a dynamometer-type wattmeter for a more exact 
test. A good power transformer with no loads should give a very 
small reading, of 5 W or less. This small wattage is caused by the 
normal iron-loss effects within the transformer. A higher wattage 
reading with no load is a clear indication of trouble. 

Not all wattmeters will work properly for this test. You must 
use a dynamometer type, with both a voltage coil and a current 
coil. Such a wattmeter will have four terminals, instead of just 
two. 

What if you don’t have a suitable wattmeter handy? You can 
make a simple, crude, but effective wattmeter with an ac volt¬ 
meter (the ac voltage section of your multimeter) and a 1 £2 resis¬ 
tor in series with the ac circuit to be monitored. 

Power supplies with voltage dividers 

In actual circuits, you need to divide the V+ voltage to get the 
proper values on the different circuits. Therefore, you must use a 
circuit called a voltage divider. Such a circuit is shown in Fig. 2-5. 
With the V+ voltage from the full-wave power supply just dis¬ 
cussed, all we need to do is make the + and — connections to the 
divider. 

V+ 



Fig. 2-5 This power-supply circuit includes a voltage divider to supply dif¬ 
ferent voltage values to various portions of the load circuit. 

When hooking the series of resistors across the supply, you 
get a small, constant current flow in the resistors. This bleeder 
current helps to stabilize the voltage by furnishing a constant load 
on the supply. You can tap off any voltage you need by tapping 
down on the voltage divider. 
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You’ll find a lot of variation in resistance values used in volt¬ 
age dividers, but the total will probably be somewhere around 40 
to 50,000 Q. The total resistance is chosen so the bleeder current 
will not be too high, which could overload the power supply. The 
values of the individual resistors are chosen to divide the total 
voltage as desired. 

To check the resistors, put the negative lead of the voltmeter 
to ground, and read the voltages at the taps. For instance, you 
might get something like this: The 335 V tap reads 345 V; the 200 V 
tap reads 210 V; the 100 V tap reads 0. What’s the trouble? R2 is 
open. Note that the taps that still read voltage have higher read¬ 
ings than normal. This means that part of the normal load has 
been lost. The bleeder current has also ceased, since the circuit 
from which V+ to ground is open, which raises the voltages still 
more. Double-check by turning the set off and checking the resis¬ 
tance of R2 with an ohmmeter. 

Now let’s see what happens if we find almost the same symp¬ 
toms as in the preceding unit. Suppose the 335 V tap reads 320 V, 
the 200 V tap reads 180 V, and the 100 V tap reads 0 again. Note 
that these voltages are now lower than normal. You’ll notice an¬ 
other typical symptom if you touch the resistors: Rl and R2 are 
now very hot, and R3 is cold. 

If you turn the set off and take resistance readings, all of the 
resistors themselves are correct; however, when you read the re¬ 
sistance from the 100 V; tap to ground, there’s a 0 reading. There is 
the trouble! Check the bypass and filter capacitors in the circuit; 
one of them has shorted out. 

The key clues, other than the overheating of the other resis¬ 
tors, are the low voltages. When the capacitor shorted, it took R3 
out of the circuit completely. As a result, there is that much less 
resistance from V+ to ground, so the bleeder current will go up 
and the total voltage will go down. In many cases, this kind of 
overload will be enough to burn out Rl or R2. So if you find an 
open resistor at any point in a voltage divider circuit, check on its 
load side (the end away from the source of voltage) to make sure 
that there is no short circuit there that could burn out a newly in¬ 
stalled resistor. 

Power supplies with dropping resistors 

Figure 2-6 shows the equivalent of the previous circuits, but with 
the resistors arranged a little differently: individual resistors are 
connected into each voltage-supply circuit. The result is the 
same—each circuit gets its proper voltage. Without the multiple- 
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V+ 



Fig. 2-6 This power-supply circuit features dropping resistors. 


tapped voltage divider resistors, there is no bleeder current in 
such a circuit. 

The dropping resistors are chosen so that their values will 
give the correct voltage to each circuit. This feature gives a very 
good clue when there’s trouble. If the voltage on any tap is low or 
high, then check that circuit first to see why. The rest of the volt¬ 
ages won’t be affected as much, but will be changed to some ex¬ 
tent. 

First check the supply voltage (this rule holds for all power- 
supply troubleshooting). Without the right supply voltage, the 
other voltage measurements are meaningless. Use some of the 
same obvious clues as before. For example, if some of the drop¬ 
ping resistors are very hot and the supply voltage is low, you know 
immediately that there’s a short circuit somewhere. 

If the supply voltage is low, but there are no signs of over¬ 
heating, then look for something that is weak—a leaky or shorted 
diode, an open input filter capacitor, a weak selenium rectifier, or 
anything that would reduce the ability of the power supply to de¬ 
liver the right amount of current. 

These tests apply to all circuits. In the circuit shown, a short 
in one load circuit will kill the voltage at that tap, but it won’t 
make the others drop as much as before. For example, if C3 is 
shorted, the 200 V line will read 0, the 335 and 100 V lines will go 
down by about 10 percent. The key clue will be Rl; it will be very 
hot. If the short has existed long enough to cause Rl to burn out, 
then the 200 V line will read 0, but the other voltages will be above 
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normal because of the loss of the normal load current in the 200 V 
line. 

Many sets use this circuit. The average dropping resistor will 
be a 2 W carbon type. If it’s been overheated, you’ll notice a de¬ 
cided change in its appearance. The case will be darkened and the 
color-coding paint will have changed color because of the heat. 
The red bands, if there are any, are particularly valuable as indi¬ 
cators. They are the first to show a change of color from overheat¬ 
ing and usually turn a dark brown. 

Check any resistor that shows signs of overheating. In fact, 
it’s a good idea to replace it on general principles because the 
overloading might have changed the resistance value. 

Power-supply circuits with branches 

Figure 2-7 shows a power-distribution circuit that can be found in 
all types of electronic equipment using either transistors or tubes. 
The main differences between the tube and transistor circuits are 
in the resistor values and the voltages. Voltages typically range 
from 30 V to 40 V for transistors and up to 300 V or 400 V for tubes. 


Plates or Screens or 

collectors emitters 



Fig. 2-7 A power distribution circuit like this one is used in many types of 
electronic equipment. 


In Fig. 2-7, the supply point (V+) is again at the left-hand side, 
V— is ground. The current goes through Rl, then branches 
through R2 and R4; the current through R3 goes on to other cir¬ 
cuits. Each junction point is bypassed by a capacitor which is ab¬ 
solutely necessary to keep the RF impedance of the power supply 
very low. Since this distribution circuit is common to all stages, it 
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must prevent any interaction between the various circuits. If not, 
you get feedback and the equipment will oscillate. 

The capacitors are the most common cause of voltage trou¬ 
bles. If any of them shorts, it will kill all voltages past the point 
where it is connected in the circuit. However, there’s a quick and 
easy way to find a shorted capacitor. 

In Fig. 2-7, V+ is the supply side or line side of the network. 
The right-hand side of the circuit is the load side—the stages that 
need the voltage. If you know where the current is coming from 
and what it goes through on the way, you can tell what’s wrong 
when it doesn’t get to where it should! 

For instance, if C2 shorts, you’ll read 0 V at the junction of R2, 
R3, and R5. Clue No. 1: Voltage is present at the junction ofRl, R2, 
and R4, but it isn’t as high as it should be. Clue No. 2 is easy to spot: 
R2 is probably getting very hot. R3 and R5 are cold. So look on the 
load side of R2 for the short. The current must go through the last 
hot resistor in the circuit before it gets to the short. Turn the 
power off and take an ohmmeter reading. Look for a zero resis¬ 
tance to ground; such a reading is always incorrect in a voltage 
supply circuit, so there’s the trouble. To confirm this diagnosis, 
disconnect C2 and check it. The short disappears from the resistor 
network, and C2 shows a high leakage or short. 

When you’re hunting for a short in the power supply, start at 
the power supply (V+) and go from there toward the load(s). Re¬ 
member this procedure because it’s always the easiest way to find 
the cause of the trouble. Use the schematic diagram. Trace the 
power-supply circuits to each stage through the dropping resis¬ 
tors past any bypass capacitors that could short out until you get to 
the point where there’s no voltage. 

Transformer-powered circuits have normal resistances of 
about 20,000 £2 to ground. This is mainly the leakage resistance of 
the electrolytic filter capacitors. In silicon-rectifier or voltage- 
doubler circuits, you might have to disconnect the rectifiers. 
They offer a very low back resistance that can falsely indicate a 
short circuit. 

Another quick check is to simply disconnect some of the 
loads and see what happens. If the supply voltage suddenly jumps 
back to normal, the last load disconnected could be the trouble 
spot. Also, you can make mental additions of the various dropping 
resistors in the circuit by checking their values on the schematic; 
take resistance readings at each end of the circuit and compare. In 
Fig. 2-7, for instance, if all resistors were 1,000 Q, and Cl was 
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shorted, you’d read 1,000 Q to ground from V+ and 2,000 Q to 
ground from the load end of R3 (R2 + R3). 

Transformerless power supplies 

Many types of equipment now use transformerless power sup¬ 
plies for economy. Instead of stepping up the ac voltage with a 
transformer, apply the line voltage directly to a rectifier at the 
standard value of 117 V rms. Actual line voltage might vary, of 
course, but most equipment is designed to work, as stated on the 
rating plate at “105 to 120 Vac.” 

Figure 2-8 shows the simplest possible circuits: a half-wave 
rectifier and filter circuit (the filter is the same as before). In this 
circuit, again, the dc voltage is higher than the ac input. With a 
117 Vac input, there’s about 145 V at rectifier and about 135 V at 
the filter output. The input capacitor (Cl) will be a large electro¬ 
lytic, usually from 60 to 100 microfarad (/*F). A resistor of about 
1,500 Q is used as a choke. 



Fig. 2-8 The simplest possible transformerless power-supply circuit is a 
half-wave rectifier and filter. 


To measure dc voltages in this circuit, take the readings be¬ 
tween V+ and A—. Measurements between V+ and ground won’t 
be accurate because of the large series resistor. One fast way to 
find the negative terminal is to put the voltmeter negative prod on 
the negative terminal of the electrolytic capacitor. In can-type 
electrolytics (with one exception) the can is always negative. In 
cardboard-tube types, the black wire will be the negative if stan¬ 
dard color coding is used. 


www.engbookspdf.com 







50 Dc voltage tests and power supplies 


Half-wave voltage doublers 

The 135 V from a simple transformerless power supply isn’t high 
enough for TV circuits, so a circuit is needed that will give a 
higher voltage. Such a circuit is the voltage doubler, shown in Fig. 
2-9. There are several types of voltage-doubler circuits, but this 
one is the most popular, probably because it’s the simplest. It is 
called a half-wave voltage doubler because it uses each half of the 
incoming line voltage to charge a separate capacitor. The two 
capacitors are then discharged in such a way that the voltages add 
up. This is the basis of all voltage-doubling circuits. 


5-8fl 
resistor 
O-\AA/- 


117 Vac 
IN 

O- 



Common 


-O 


Fig. 2-9 A voltage doubler is used to obtain a higher supply voltage. 

Although we are told that an electrolytic capacitor should 
never be connected to the ac line, here we seem to have one 
hooked right to it: Cl is in series with the ac input. However, fol¬ 
lowing the return circuit, you can see that the capacitor is never 
subjected to a true alternating voltage. On the first half-cycle of 
voltage, the polarity is such that Dl is conducting. Current flows 
into Cl, then out through Dl, which is the “shunt” rectifier, and 
back to the other side of the ac line (note that this is a unidirec¬ 
tional current). When we say that current flows through Cl, we 
mean only this one-direction charging current. Such a current 
flows in all capacitors while they are charging to an applied volt¬ 
age. 

Now, Cl is charged to about 135 V, and the next half-cycle of 
line voltage has such a polarity that Dl is not conducting, but D2 
is. So, the current from the line flows on through D2 and charges 
C2; at the same time, Cl discharges through the same circuit, and 
its voltage is added to the charge on C2 because the polarity is the 
same (positive with respect to B—), C2 charges up to double the 
line voltage and you get about 270 V instead of the 135 V that was 
in the ordinary half-wave rectifier circuit. 
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The voltages here are read to an isolated common point, as 
shown. The most important thing to look for in such voltage read¬ 
ings is balance. If both rectifiers and both capacitors are good, you 
will be able to read the dc voltages as shown: 135 V across Dl, from 
common to the center tap of the two rectifiers, and an equal 135 V 
directly across D2, from center tap (place the negative meter lead 
here) to positive of V+. If you read 135 V across one rectifier and 
only about 80 V across the other, the chances are that the "low” 
rectifier is faulty. 

If the input capacitor loses capacitance or opens, the dc volt¬ 
age will drop to less than half normal or disappear entirely. If C2 
opens or loses capacitance, the dc voltage will drop quite a bit and 
there will be a great increase in the hum level. 

The small resistor seen in the ac input is called a surge resistor 
and is a fusible type; although it is a wirewound resistor of about 4 
to 5 watts in rating, it is designed to act as a fuse. If something 
shorts out in the power supply, it will open and prevent further 
damage. (A good check for this resistor in actual circuits is to care¬ 
fully feel it after the set has been on for a minute or two. If it’s 
warm, it’s okay. If it’s “stone cold,” it is very apt to have been 
blown.) 

This is the instance mentioned earlier where the can or nega¬ 
tive terminal of an electrolytic capacitor is not common. Notice 
from the circuit that both sides of Cl are “hot” with respect to the 
common, and practically everything else! 

Because of the pulse nature of the current and voltage across 
Cl, it is very difficult to check this capacitor with a voltmeter. The 
symptom of an open Cl is a large drop in V+ voltage; the quickest 
test for this condition is to shunt a known good electrolytic capaci¬ 
tor of about the same size across it. Hook your dc voltmeter to the 
output with test clips, note the reading, and then shunt the test ca¬ 
pacitor across Cl; if the dc voltage jumps up to normal, replace Cl. 
You don’t have to use the same size capacitor for testing. If you re¬ 
place a capacitor, always use exactly the same size; but almost 
any size capacitor will do for a quick test. (If Cl is 150 fiF, as many 
are, you can shunt, say, an 80 /iF unit across it; a very definite rise 
in the dc voltage indicates that the original capacitor is bad.) 

Full-wave voltage doublers 

The full-wave doubler, illustrated in Fig. 2-10, is the original volt¬ 
age-doubler circuit. It was used with special dual-diode vacuum 
tubes in old radios and is now found in quite a few circuits with 
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Fig. 2-10 A full-wave voltage doubler circuit. 


selenium or silicon rectifiers, as shown here. To make the circuit 
easier to read, it’s shown fed by an isolated transformer secondary 
winding—a circuit that you’ll find in actual equipment in many 
cases. In a few cases, this circuit is used without the isolation 
transformer—not too many, though, because the floating center 
tap makes it hard to handle with respect to the rest of the circuits. 

It works like this: On the first half-cycle of voltage from the ac 
supply, Dl conducts and charges Cl, j ust as in the half-wave recti¬ 
fier circuit. Because D2 is reverse-biased during this time, it does 
nothing. On the next half-cycle, the polarity reverses; D2 con¬ 
ducts and charges C2, and Dl is cut off. Now two big electrolytic 
capacitors, each one charged to 165 Vdc, are connected in series. 
So, you can take the “added” voltages off and feed them to the 
filter as the sum, or 330 Vdc. The action of this circuit depends on 
the alternate-charging and series-discharging of these two capaci¬ 
tors. This is the basis of all voltage-doubling circuits, but it is not 
so apparent in the others. Here, you can see the two separate 
capacitors. 

Tests are the same as in the half-wave circuit. Read the dc 
voltage across each rectifier, watching your voltmeter polarity; 
the reading should be 165 Vdc on each one. The same goes for ca¬ 
pacitors Cl and C2: the voltages must be equal because the capac¬ 
itors are to be the same size. The dc output voltage is the sum of 
the voltages across the two capacitors. C3 is the filter capacitor. 

If one of the doubler capacitors should lose capacitance or 
open, the circuit will not balance and the output voltage will drop 
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quite a bit. The same thing happens if one of the rectifiers goes 
bad. As mentioned, the doubler capacitors must match; you’ll 
find sizes from 40 flF to perhaps 200 used here. The size of the 
doubler capacitors affects the developed dc voltage. As a rule, the 
bigger the doubler capacitors, the higher the dc voltage, because 
larger capacitors will hold more charge. 

The filter capacitor, C3, has nothing to do with the doubling 
action; similarly, the doubler capacitors have very little to do 
with the filtering. So if you have a bad hum with almost normal 
output dc voltage, the filter capacitor is weak. If you have some 
hum and the voltage is low (more than 25 percent), one of the 
doubler capacitors has probably gone weak or open. 

In the isolated circuit shown in Fig. 2-10 the common point 
can be grounded to the chassis. In line-connected circuits without 
any isolation, both the capacitor center tap and common must be 
isolated from the chassis, as in the half-wave circuit. This can be 
confusing when you are taking dc voltage readings, so watch out. 
Always connect the negative lead to the voltmeter to the negative 
terminal of the filter capacitor, not to one of the doublers, unless 
you are sure that you are on the negative terminal of C2. 

Full-wave bridge rectifiers 

Figure 2-11 shows a common circuit you’ll find in color TV, 
two-way FM transmitter-receiver power supplies, and many 
other applications, including low-voltage supplies for ac power of 
transistorized equipment. This circuit is a full-wave bridge recti¬ 
fier. It has many advantages. Notice that the isolation transformer 



Fig. 2-11 Full-wave bridge rectifier circuits are used in many types of elec¬ 
tronic equipment. 
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needs no center tap. So, the full secondary voltage is available at 
the rectifier output, rather than half of it, as in the center-tapped 
full-wave rectifiers seen previously. This arrangement saves both 
size and cost in the power transformer. The circuit can be made 
fully isolated, and B— is usually the chassis. 

On one half-cycle, one end of the secondary winding is posi¬ 
tive. The other end is negative. Current flows through Dl and D4 
to the load and ground, respectively (in the same direction with 
respect to the load), while the other two rectifiers reverse polarity 
and do not conduct. On the next half-cycle, Dl and D4 reverse- 
bias and cut off, and current flows through D2 and D3. So, it 
uses both halves of the cycle, as in the full-wave circuit shown 
earlier. 

One advantage of the bridge circuit over other circuits is that 
there are always two rectifiers in series across the total ac voltage 
of the secondary. Thus, for a given output voltage, the individual 
rectifiers have a lower peak voltage applied to them than in other 
circuits. As a result, they have longer life expectancy, can use 
lower ratings, etc. The ripple frequency is 120 Hz, as in other full- 
wave circuits. 

When making replacements, look for the identification on 
the rectifier. Notice that there are two positives hooked together 
and two negatives. They are always B+ and B—, respectively. 
Each end of the transformer winding always gets one positive and 
one negative (it doesn’t matter which of these is which). In some 
circuits, you might find bias resistors connected between B— and 
chassis ground. They work in exactly the same way as in the pre¬ 
vious full-wave circuits. 

The dc output voltage is related to the ac input voltage as it is 
in the full-wave tube-type rectifier circuit, except that in the 
bridge circuit the entire secondary voltage of the transformer is 
the ac input. If you have a 300 V rms ac supply to the bridge, you 
will read the same proportion of increase as before; so, you get 
about 365 Vdc at the filter input, read between B+ and ground or 
B— in the circuit shown. 

This dc voltage is developed by charging Cl, the input filter 
capacitor, to the peak voltage of the rectified ac output, just as in 
all other rectifier circuits. If the output voltage is low, check this 
capacitor first. Once again, hook the dc voltmeter to B+, and then 
shunt a good electrolytic capacitor across Cl. If Cl is low in capa¬ 
citance, you’ll see the voltage jump back up toward normal. If Cl 
is completely open, your dc voltage will probably read about 40 to 
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50 percent of normal, or even less, depending on the load current 
being drawn. 

In solid-state circuits, a special bridge rectifier is often used. 
The four diodes making up the bridge are packaged in a single 
unit. Such devices function exactly the same as separate diodes. 

Electrolytic capacitors 

in series for higher working voltage 

Figure 2-12 shows the basic schematic of a circuit that you will 
find now and then in high-powered amplifiers and in a few trans¬ 
mitters. Notice that the filter circuit has a choke input for better 
voltage regulation. This choke input cuts down on the peak volt¬ 
age but helps to hold the output voltage much steadier. 

In this circuit, we’re getting into V+ voltages that are above 
the normal working voltage of electrolytic capacitors. The aver¬ 
age TV filter capacitor is rated at about 450 working volts, with a 
550 V peak surge rating. This means that the capacitor should 
withstand 450 V—at turn on, for example—without blowing 
out. This peak rating shouldn’t be exceeded or even reached for 
more than about 15 to 20 seconds. The working-voltage rating, for 
the best results and longest life, shouldn’t even be met. A 450 V 
capacitor, for example, shouldn’t be used in circuits with steady 
or normal voltages of more than about 400 V, and this is cutting it 
close. A 450 V capacitor working at about 350 V is about normal in 
the average well-built TV set or amplifier. 


600 Vdc (or more) g+ 



Fig. 2-12 This circuit is used in some high-power amplifiers. 
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There are times, however, when you must have an electro¬ 
lytic that will hold a higher voltage, so put a couple of capacitors 
in series. This method works just as with paper capacitors; you 
wind up with half the capacitance and twice the voltage rating. 
This scheme is used in Fig. 2-12. Here, Cl and C2 are 450 V capaci¬ 
tors (900 V total) and big enough so that the resultant capacitance 
is enough to give adequate filtering. In a typical commercial cir¬ 
cuit, a pair of 100-filF capacitors is used, giving 50 piF at 900 V. 

One thing to remember whenever such units are replaced is 
the two capacitors must be of exactly the same value for best re¬ 
sults. If you use 100 fiF and a 60 fiF in series, the smaller capacitor 
will assume a greater percentage of the total voltage and probably 
blow! If you have to replace one capacitor of a pair like this, 
always use an exact duplicate. Actually, if one shorts out, replace 
both because the remaining capacitor has been severely over¬ 
loaded and could fail in service soon. 

The 1 M resistors hooked across the capacitors are necessary 
to equalize the voltages. They take no perceptible current from 
the circuit because they are so big. They only draw 1 mA of cur¬ 
rent for each 1,000 V across 1M. So if we had 600 V here and 2 M, 
our total current would be 0.3 mA (not enough to make the power 
transformer even run hot.) 

Quick check in this circuit: Read the dc resistance from V+ to 
ground at the rectifier cathodes or filaments. If you read 1 M, one 
of the filters is shorted. (You’re reading a short through one and a 
1 M resistance across the good one.) The normal reading, of 
course, would be 2 M or less, depending on your ohmmeter polar¬ 
ity. You’ll read a certain amount of leakage resistance through the 
electrolytics. You must disconnect all loads—including voltage 
dividers and bleeder resistors, if any — for this test to have any 
meaning. 

Ac power supplies for 
transistorized equipment 

Essentially, there are no fundamental differences between ac 
power supplies for tube-based equipment and those designed for 
use with transistorized circuits. The same basic circuits are used 
in both types of equipment. There are differences in the values of 
voltage and current, however. Tube supplies use high voltages 
and low currents; transistor supplies use low voltages and high 
currents. If a TV supply has 350 V output at 250 mA, it draws 
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87.5 W. A transistor amplifier power supply with a —25 V output 
at 3.5 amps also draws 87.5 W. There is no difference in the power 
supplied; only the values of voltage and current are different. As 
long as their product stays the same, the output power is the same. 

In one respect, you need different test equipment for transis¬ 
tor circuits. In tube circuits you measure high voltages; in transis¬ 
tor circuits you often need to measure very small voltages— 
frequently 0.1 V or so. With tubes, voltage tolerances can be very 
high. If the rated plate voltage of a tube is 100 V, in many cases it 
can vary from 90 V to 110 V without making a lot of difference in 
the output of the tube. (In some circuits, tolerances are as high as 
20 or even 25 percent.) Hence, your dc voltmeter can have a fairly 
large error before it makes any difference in a tube circuit. 

Transistor voltages are more crucial for two reasons. First, 
the levels are only in the range of tenths of a volt; and second, tol¬ 
erances are much tighter than with tubes. In the bias voltage 
reading of a typical transistor amplifier, you might find such 
values as base, 0.4 V; emitter, 0.6 V—giving a 0.2 V difference. 
Trying to read that on a 5 V range (the lowest on many VOMs) is 
demanding a great deal from an instrument whose accuracy at 
full scale might be no better than 5 percent. In the lowest quarter 
of the scale, it could be considerably poorer. A good VOM for this 
kind of work should have a 2.5 V (or lower) low range with at least 
20,000 Q per-volt sensitivity and 2 percent full-scale accuracy. 

Changes of a fraction of 1 V can come from a variation in the 
supply voltage. Voltage-regulated power supplies are used quite 
often in better transistor equipment. Like tube circuits, the 
cheaper transistor units simply use “straight” power supplies and 
depend on the regulation of the power line to keep them within 
limits. Even the best circumstances, however, the ac line voltage 
varies constantly as its load changes. The use of some kind of volt¬ 
age regulation makes transistor equipment work much better. 
Batteries, of course, furnish a steady source of power. In high- 
quality equipment, such as laboratory-type transistorized volt¬ 
meters, even the battery supply goes through a voltage regulator! 

Transistors are far more sensitive to hum than tubes. Tran¬ 
sistors operate on very small voltage changes, which cause very 
large current changes for a given power output in watts. Since 
hum is always a voltage phenomenon, you really have to lean 
over backward to make sure you have taken out every last bit of 
hum and ripple in the power supplies. Some highly specialized 
circuits in the next few pages have done so. Voltage regulation 
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serves a dual purpose here; since hum is voltage variation, you 
automatically take out the hum if you use a regulator that holds 
the voltage absolutely constant. 

Power supplies from a 

transformer winding on a phono motor 

A simple power supply circuit found in a number of small phono¬ 
graphs with transistor amplifiers is shown in Fig. 2-13. The nov¬ 
elty is in the use of a separate winding on the phonograph motor, 
making the motor serve as a power transformer as well. Transis¬ 
tors need low voltages but high currents. So using a power trans¬ 
former to obtain a suitable supply voltage is much better than the 
only other method: a dropping resistor in series with the ac line. 
With a dropping resistor, heavy current changes that occur in 
transistor circuits would cause the supply voltage to change as 
well, upsetting the circuits. 

In the circuit in Fig. 2-13, a simple half-wave rectifier is used. 
In others you might find full-wave rectifiers, bridge rectifiers, and 
so on. They all work on the same principle as the power supplies 
discussed earlier. 

In a variation of this circuit, used with small one-tube phono¬ 
graph amplifiers, the filament of the tube is connected in series 
with the phono motor. The motor, of course, must be specially 
wound to work on the lower voltage. A typical example of such a 



Fig. 2-13 In some small phonographs, the motor is used as part of the 
power-supply circuit. 
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circuit uses a 25 V tube in series with a 92 V motor; 92 + 25 =117 
Vac, so the combination can be connected directly across the line. 
You can always tell by its behavior when this circuit is used; if the 
tube blows out, the motor stops! 


Transistorized capacitance multipliers 


Transistor circuits need very good power-supply filtering. They 
also need very good voltage regulation, which is another way of 
saying the same thing. Very large capacitors help stabilize supply 
voltages; their charge furnishes extra current when sudden peaks 
occur in the load current, holding the voltage steady. Even with 
the large capacitances used in transistor circuits, you can always 
use more. Figure 2-14 shows a voltage regulator circuit called a 
capacitance multiplier. 



Vdc 


Regulated 


Fig. 2-14 This circuit is known as a capacitance multiplier. 

The load current from the power supply flows from the col¬ 
lector to the emitter of the transistor, exactly as in the voltage- 
regulator circuits. You control the transistor’s resistance with its 
base bias. You can make the resistance higher for low currents 
and lower for high currents, thus holding the output voltage 
steady. 

Notice the voltage divider connected between the —11 V 
supply and ground. The transistor base is hooked to the junction 
of the two resistors. Under normal load, the base will have a cer¬ 
tain voltage (—9.2 V here) that will hold the emitter voltage con¬ 
stant at —9 V. It does so by controlling collector-emitter current 
or, looking at it another way, by controlling the resistance of the 
transistor. 

If the load current goes up, the bias changes in response. The 
higher current loads the power supply; the supply voltage drops. 
The voltage across the voltage divider drops, and the base bias 
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drops with it. This change makes more current flow through the 
transistor (lowers the resistance); so, there is now a lower voltage 
drop across the variable resistor and the output voltage is held 
where it was. (This action occurs in a split second.) 

In effect, the circuit uses the 2 V drop across the transistor as a 
reserve. When the supply voltage tries to go down, the circuit 
adds part of this reserve to the output voltage. The reverse is also 
true; if the supply voltage tries to go up, the transistor takes on a 
larger surplus. 

Why call this circuit a capacitance multiplier? Because of its 
effect. If you had a very large capacitor across the power-supply 
output, it would hold a quantity of electrical energy; from this res¬ 
ervoir it could release energy whenever needed to hold the out¬ 
put voltage constant. The capacitance multiplier does the same 
thing with a smaller capacitor. 

The capacitance multiplication of a given transistor is related 
to its current gain: the higher the gain, the better the circuit will 
work. (Current gain is the ratio of a small change in base bias to the 
corresponding change in collector-emitter current.) 

The base capacitor (500 flF in the circuit shown in Fig. 2-14) 
plays an important role. By holding a charge, it holds the base 
voltage as steady as possible. When the supply voltage drops, the 
base voltage would also drop if it weren’t for this capacitor. The 
base capacitor discharges part of its energy through the 1,000 Q 
resistor, and the resulting voltage drop opposes the supply voltage 
drop and holds the base at the normal voltage. 

Checking capacitance multiplier circuits 

To check a capacitance-multiplier operation, check all the dc 
voltages and compare them with the values given on the sche¬ 
matic diagram. They should be very close. Be sure to check the 
ac input voltage to see that it is normal; most circuits are rated at 
117 Vac input. Vary the loading. In an audio amplifier, for exam¬ 
ple, turn the volume full up for maximum load and then all the 
way off. This variation should have no effect on the output voltage 
of the capacitance-multiplier circuit. 

If the output voltage is low, disconnect the load. If the voltage 
jumps back up to above normal, there could be a heavy overload 
of current being drawn by the amplifier—more than the regular 
circuit can handle. The load current can be measured by putting a 
milliammeter in series with it at the voltage-regulator output. 
The proper value will be given on the schematic. 
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Check the dc voltage between the collector and emitter of the 
regulator transistor. If this difference is very low, or zero, check 
the base voltage before you decide that the regulator transistor is 
shorted. If, in the circuit shown in Fig. 2-15, the base should be 
down to about —8 V instead of the normal —9.2 V, the transistor 
would be conducting as hard as it could in an effort to hold the 
voltage up. A wrong base voltage could result from changes in 
the values of the voltage-divider resistors, excessive leakage in 
the base electrolytic capacitor, etc. 

As usual, an alternate trouble can show similar symptoms. 
Check the control transistor for shorts and leakage. If you’re not 
certain, take it out and check it with an ohmmeter; all transistors 
should show the diode effect on each pair of elements. Also, check 
the schematic to see if there is a shunt resistor connected across 
the control transistor, as shown by the dotted lines in Fig. 2-15. 
Such a resistor is used in some circuits to reduce the current load¬ 
ing on the transistor junction. It is a fairly low-value resistor and 
of course would upset any in-circuits tests for back resistance be¬ 
tween collector and emitter leads. 



Fig. 2-15 In some cases, a shunt resistor (shown in dotted lines) is used in a 
capacitance multiplier circuit. 

If the output voltage is low—say, by about half the normal 
voltage—check the input filter capacitor. If this capacitor is open, 
there will be no reservoir effect, and the output voltage will drop 
drastically. It is not a good idea to bridge capacitors for test in 
transistor circuits; the charging pulse can cause transients that 
might damage transistors. For safety, turn the set off, clip the test 
capacitor across the suspected unit, and then turn the set on 
again. With the instant warmup of all transistor circuits, you 
won’t lose any time. 
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If you suspect the rectifier of being weak, use the same proce¬ 
dure. You can clip another rectifier across the original unit— 
watch the polarity — and turn the set back on. If this action brings 
the voltage back up, replace the old rectifier. Silicon rectifiers will 
not get weak as seleniums do; they usually short out completely 
when they do fail. You might find one that is completely open, but 
not often. 

Transistorized series voltage regulators 

Although the circuit illustrated in Fig. 2-16 is called a transistor¬ 
ized series voltage regulator, it bears a strong resemblance to the 
capacitance multiplier just discussed. The only real difference is 
in the polarity of the voltages. An npn transistor is used here, 
since the output voltage is positive with respect to ground. The 
basic action is the same, though, with a few refinements. The col¬ 
lector-emitter “resistance” of the transistor is controlled by the 
base bias to keep the output voltage at the same level under vary¬ 
ing load conditions. 

+23 Vdc +12.0 V 

Unregulated 22 Q Regulated 



Fig. 2-16 A series voltage regulator circuit is quite similar to the capaci¬ 
tance multiplier. 

A zener diode is used to hold the base voltage constant. A 
zener diode acts as a normal diode when reverse-biased until a 
certain voltage is reached. Then it breaks down and carries a very 
heavy current. This breakdown is sometimes called a controlled 
avalanche. 

When this conduction occurs, the voltage drop across the 
diode remains essentially the same over a wide range of current 
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flow. (A protective resistor in series is used to hold the maximum 
current within safe limits and prevent complete burnout of the 
diode.) This variable-current-constant-voltage action is the same 
as that of gas-filled voltage-regulator tubes. 

Zener diodes come in many different voltage ratings, which 
are determined by their construction. To establish a certain refer¬ 
ence voltage level, simply choose a zener that has that voltage rat¬ 
ing. In the circuit shown, as you can see by the base voltage, the 
diode regulates at 13.8 V. A 100 /tF electrolytic filter capacitor 
helps the zener out a little. 

The 22 Q resistor and 100 fJ,F electrolytic at the right of the 
figure are not a part of the regulator circuit; the resistor drops the 
13.2 V regulator output to exactly 12 V for use by one of the cir¬ 
cuits. The electrolytic capacitor is a filter and a bypass capacitor 
as well, to keep signals from mixing in the power supply and caus¬ 
ing feedback or oscillation. 


Transistorized shunt voltage regulators 


There is one more transistorized regulator that we should men¬ 
tion. You won’t find it used often because its efficiency isn’t as 
good as that of the series-type regulator. The circuit, called a 
shunt regulator, is shown in Fig. 2-17. It is simple but it tends to 
waste power. 


+45 -50 Vdc 27 Si 



+28.0 V 
Regulated 


Fig. 2-17 Some voltage regulator circuits use a shunt, rather than a series 
hook-up. 

The operating action of the shunt regulator is the opposite of 
that of the series type. The regulator transistor (or, in this case, the 
pair of transistors) is connected across the load in parallel, instead 
of being in series with it. If the supply voltage goes up, the regula¬ 
tor draws more current, instead of less. This extra current in¬ 
creases the voltage drop across Rl and brings the voltage back 
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down. The power consumed by the shunt transistor(s) and Rl, 
then, can be said to be wasted. 

The operating principles of series and shunt regulators are 
similar. The zener diode clamps the base voltage of the transistor. 
The voltage drop across series resistor R2 is used to signal the re¬ 
gulator when more of less current is needed. 

Three transistor voltage 
regulators for transistor TV sets 

Transistor TV sets need very close regulation. The three-tran¬ 
sistor circuit shown in Fig. 2-18 is used by at least one leading 
manufacturer. This regulator uses the same principle as the single 
transistor circuit presented earlier, but this one is more elaborate. 
A pair of direct-coupled transistors is used as the regulator, con¬ 
trolled by an error amplifier. A 47 Q resistor is shunted across the 
voltage-regulator transistor from the collector to emitter to carry 
part of the load. 


60 v 

+75 V Regulated 

Unregulated 10 Q 47 Q source 



Fig. 2-18 A somewhat more elaborate voltage regulator circuit. 
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The error amplifier makes this circuit quite sensitive to small 
load-voltage variations. The base is connected to the slider of the 
voltage-adjust control, which is a part of the voltage divider 
across the output. In the emitter circuit, a 12 V zener diode clamps 
the voltage at this value and also provides a 12 V regulated source 
for some of the TV circuits. The collector is supplied from the 75 V 
line through the three resistors; it is also connected to the base of 
the lower transistor of the regulator. So, the collector voltage of 
the error amplifier sets the base voltage of the regulators. 

If the load current goes up, the output voltage goes down— 
that is, more negative. The base of the error amplifier also goes 
more negative. This transistor is an npn unit, so the shift in base 
voltage changes the bias so that less current flows in the collector- 
emitter circuit. This circuit includes the three resistors from the 
75 V unregulated source. With a lower current flowing through 
these resistors, the collector voltage goes more positive (it rises), 
thus making the base of the lower control transistor more posi¬ 
tive. It’s another npn, so the positive-going base voltage makes it 
draw more collector current. This reaction in the lower transistor 
is transferred and amplified by the upper one; its collector-emit¬ 
ter current increases (or its resistance decreases) and more cur¬ 
rent is fed to the load circuits, making the voltage rise again. If the 
opposite happens and the load decreases, making the output volt¬ 
age rise, just repeat all of this but reverse the polarity of each reac¬ 
tion. 

This regulator is adjustable. Using a Variac or adjustable 
transformer, set the ac input at exactly 120 V, and connect an ac¬ 
curate dc voltmeter across the 60 V regulated output. With the TV 
set tuned to a station, adjust the voltage control to make the dc 
meter read exactly 60 V, and that’s all there is to it. To check oper¬ 
ation of the regulator, vary the input ac voltage up and down 5 V to 
8 V from the 120 V level. The dc output voltage should stay at 60 V. 

If this test shows too much variation, check the dc voltages on 
all three transistors. See that the collector voltage of the error am¬ 
plifier changes as you move the voltage-adjust control. If it 
doesn’t, go back and check the base voltage of this transistor to see 
if it is changing. Make the regular tests for leaky or shorted tran¬ 
sistors. 

The normal drop between the collector and emitter of the 
(upper) regulator transistor is 15 V; if this is too low or if there’s no 
drop at all (output voltage is too high), the transistor could be 
shorted. Because these are large, bolted-in transistors, they’re not 
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hard to remove for testing. When you return them, however, be 
sure to get the insulating washers, etc., in the right places. 


Transistorized dc-to-dc converters 

Rather than having circuits where the ac supplies the power for 
the transistors, let’s discuss how to make transistors convert dc to 
ac and then change the ac back to dc at a higher voltage. This is a 
circuit you won’t see often. It’s used mostly in middle-aged two- 
way FM transmitter power supplies and in auto radios built dur¬ 
ing the transitional period before they went all-transistor. 

In the original auto-radio power supply, a vibrator inter¬ 
rupted the dc in the primary of a transformer so that you could 
step up the voltage to the 200 V or so needed for the plates of the 
tubes. The transistor version does the same thing; it supplies an ac 
voltage for the primary. You can step it up, rectify it, and come out 
with a high dc voltage. Transistors produce ac by oscillating. The 
ac in an oscillator circuit is a good substitute for the interrupted dc 
from a vibrator (it’s also quieter). 

These circuits are usually called dc-to-dc converters when 
the output is a high-voltage dc. However, there is another popular 
application; leave off the rectifier and filters and you have ac out. 
By making the output 117 V at 60 Hz, you can use ac equipment in 
cars, etc. Such dc-to-ac circuits are usually called inverters or 
dc/ac converters. 

Figure 2-19 shows a typical dc-to-dc circuit with a common 
collector connection. This connection could be a transmitter 
power supply, a supply for a tube-type PA system, etc. The same 
principle is used in all such circuits. A transistor or pair of transis¬ 
tors is connected to the primary of the transformer. Feedback 
windings make the transistors oscillate. (This is a blocking oscil¬ 
lator circuit, but other types can be used.) 

These oscillators often are run at frequencies above 60 Hz. 
The higher the frequency, the smaller the transformer can be. 
Power-line transformers must work on 60 Hz ac; vibrators run at 
about 115 Hz. You can make transistor circuits run wherever you 
want, though. Motorola, in some of its two-way radio power sup¬ 
plies, uses a frequency of about 400 Hz; others have used frequen¬ 
cies up into the thousands of Hz. With high-operating frequency, 
filter capacitors also can be much smaller for the same filtering 
efficiency. These characteristics make this circuit ideal for use in 
mobile and airborne equipment. 
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4.0 //F 



Fig. 2-19 A typical dc-to-dc converter circuit. 

The output of the oscillator is a square wave, which is highly 
efficient and fairly easy to filter into dc. Bridge rectifiers are com¬ 
monly used with standard pi-type filter circuits. Another dc-to-dc 
converter circuit is shown in Fig. 2-20. 
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Fig. 2-20 An alternate dc-to-dc converter circuit is shown here. 
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Testing dc-to-dc converters 

In actual use, the dc-to-dc converter has been a remarkably trou¬ 
ble-free circuit. Some have been known to run for five years or 
more without ever having problems. However, they’re simple to 
test. The dc output voltage should be measured first under full 
normal load, as in all other cases. If the converter is used in a radio 
transmitter, the voltage should be measured with the transmitter 
keyed on and tuned for full RF output. 

If the dc is low, check the dc input voltage first. In mobile 
units, make this check in the vehicle with the engine running. 
Many cases of false trouble have been traced to simple battery 
drop-off after a long test under power. If the engine is running at a 
fast idle, the charging system will keep the voltage up to normal as 
when the vehicle is in actual service. Incidentally, on a 12 V sys¬ 
tem, this voltage should read almost 14 V. Running the engine can 
make a big difference in the RF power output of a transmitter. It 
has been known to bring RF power from 35 W to the full-rated 
50 W output. 

The ac voltage output from the transformer can be measured 
if you suspect the rectifiers of being weak. However, since this is a 
square wave, your rectifier-type ac voltmeter will not read the 
true value because it’s calibrated on a sine wave. If it reads about 
300 Vac, that’s probably good enough. If so, then the trouble must 
be rectifiers or filters because the transistors are definitely in 
oscillation. 

If the transistors are not oscillating, check all parts (since 
there are only five or six, it won’t take long). If either of the 4 fiP 
capacitors in the feedback circuits is open, the oscillator will not 
work at all, or not at the right frequency. If it is trying to run, there 
will be some ac in the secondary, but not at the right frequency, so 
the output will be very low. 

The output waveform should be in a pretty good square 
wave, and it must be balanced. If it shows a decided imbalance, 
one of the transistors is not conducting as heavily as it should. Pos¬ 
sible causes are leaky capacitors, leakage in the transistor itself, or 
an off-value resistor. 

The circuits shown use pnp transistors. Npn transistors will 
do the same job, but the voltages will be reversed in polarity. 

1C voltage regulators 

More and more pieces of modern electronics equipment are using 
an IC voltage regulator in their power supplies, especially any 
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equipment with digital circuitry, which requires very precise 
supply voltages and is very sensitive to power-line spikes. 

The internal circuitry of voltage-regulator ICs is not dissimi¬ 
lar to the transistor voltage regulators discussed earlier in this 
chapter. Most voltage regulator ICs are three-pin devices, which 
resemble somewhat oversized transistors, as shown in Fig. 2-21. 
The unregulated input voltage is fed in to pin 1, and the regulated 
output voltage is taken off from pin 3. The middle pin is common 
to both the input and output circuits. In most cases, the common 
pin will be connected to ground, although there are some excep¬ 
tions. The pin order varies among devices, so be sure to check the 
manufacturer’s data sheet or the schematic. 

If you suspect trouble with the voltage regulator, disconnect 
its output from the circuit being powered. Now measure the regu¬ 
lator’s output voltage. If this voltage is not correct, the odds are 
strong that the voltage regulator is defective and should be re¬ 
placed. To be positive, disconnect the unregulated input line from 
the regulator and measure this input voltage. It should be some¬ 
what above the desired output voltage, but there might be consid¬ 
erable variation, depending on the specific design. As long as this 
input voltage is present and “in the ballpark,” it is probably good 
and the voltage regulator is the culprit. 

To test how well the unit is regulating the voltage, plug the 
equipment under test into a Variac. Vary the line voltage from 
about 90 V to 125 Vac to cover the normal range of typical line 
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voltage variation the voltage regulator should be expected to cope 
with. While varying the Variac’s output, monitor the voltage at 
the regulator output. This voltage should remain constant (or 
fluctuate over a very small range). Voltage-regulator problems 
can cause a variety of symptoms, such as insufficient or excessive 
gain or parasitic oscillations. 


Reading battery voltages correctly 

This chapter has dealt with reading dc voltages in ac-powered 
supplies. However, don’t forget the original source of power: bat¬ 
teries. A tremendous amount of battery-powered electronic 
equipment is in use today, so know how to check batteries cor¬ 
rectly. 

There’s only one accurate way to read the voltage of a 
battery—under full load. This is easy; just turn the equipment on 
before taking a reading! Practically all batteries recover some 
voltage when the load is taken off. So if you want to know what 
voltage is present under actual operating conditions, check it 
with the equipment on and the batteries under load. 

Even a dead dry-cell battery will read almost full normal 
voltage if you check it with a dc VTVM, which places virtually no 
load on the battery at all. When current is drawn from such a bat¬ 
tery, the voltage drops to practically nothing. A brand-new stan¬ 
dard dry cell reads about 1.64 V. This drops to about 1.4 V after an 
hour or so of use and gradually drops lower as the active materials 
of the battery are used up. When a cell reaches a load voltage of 
1.1, it is considered “dead. ” Early battery radios were designed for 
a cutoff of 1.1 V per cell; transistor radios might work a little past 
this point, but the volume will be fairly low. 

Incidentally, dry batteries are figured at 1.5 V per cell; so, a 
9 V battery would be made up of six cells at 1.5 V apiece. There¬ 
fore, cutoff voltage for a 9 V battery would be 6.6 V under full load 
and so on. 

Special battery testers are available. Such a tester is nothing 
more than a dc voltmeter combined with a shunt resistor to draw 
current from the battery being tested. A battery tester might be 
useful at times, but it is certainly simple enough to just turn the 
equipment on and read the battery voltage with an ordinary volt¬ 
meter. 

In auto radios and other equipment used in cars, the power 
comes from the car’s storage battery. Older cars have 6 V systems, 
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and most new cars have 12 V systems. The 6 V type actually reads 
6.3 V if the battery is fully charged, and the 12 V system, 12.6 V. 

If the engine is running, the generator or alternator should be 
feeding current into the battery to keep it charged; the system 
voltage will, therefore, go up. The upper voltage limit is con¬ 
trolled by the car’s voltage regulator. With the engine running at a 
fast idle, the voltage shouldn’t go above about 14 V or so. If the 
voltage regulator isn’t set properly, the voltage can go higher and 
cause damage to transistors, especially the high-power output 
types used in car radios now. If the system checks higher than 
14 V with the engine running, have the voltage regulator adjusted 
by a competent mechanic. 

The usual vacuum-tube voltmeter uses an input voltage di¬ 
vider whose total resistance is 11 Mfi. Some recent instruments 
have up to 16 Mil input impedance. This resistance remains the 
same for every voltage range the meter may have. 

Transistorized VTVMs have similar input resistance ratings. 
Field-effect transistors (FETs) often are used in the input circuits 
because of their high input impedances and because they are true 
voltage-amplifying devices. Ordinary bipolar transistors are cur¬ 
rent amplifiers. 

The input resistance of the voltmeter might or might not be 
of significance, depending on the specific measurement being 
made. In power supplies, batteries, and other low-impedance, 
high-current circuits, the meter impedance — whether high or 
low—will not affect the circuit under test. If the voltage to be read 
has an ample current reserve, all meters will read the same. 

On the other hand, in very high-impedance circuits — such 
as the plate circuit of a tube where the plate load resistance may 
be up to, say, 1 MQ—meter resistance can make a lot of differ¬ 
ence. Let’s take a tube with a rated plate voltage of 50 V, which is 
supplied from a 150 V source through a 1MH resistor. Ohm’s law 
says that this means a normal plate current of .0001 amp, or 
100 microamps (//A). If you try to read the plate voltage with a 
1,000 Cl per-volt meter on a 50 V scale, total meter resistance will 
be 50,000 Cl. Placing this low resistance across the tube results in a 
shunting effect; current through the plate load resistor will in¬ 
crease because it now has a 50,000 Cl path from plate to ground. 
Since it doesn’t take very much current through the 1 resist¬ 
ance between the plate and B+ to give a terrific voltage drop, the 
indicated plate voltage will probably be close to 0! 

If you use a 20,000 Q per-volt meter on a 50 V scale, the meter 
resistance will be 1 Mt2. Putting this in parallel with the tube, 
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you’d read about three-fourths of the actual voltage, or about 
37.5 V. This reading is still not accurate enough, unless you con¬ 
sider the voltage drop caused by the voltmeter. 

However, if you hook a vacuum-tube voltmeter with an 
input impedance of 16 Mfi across the tube, it is more accurate. 
Now that the shunt resistance through the meter is much higher 
than the effective resistance of the tube, the meter reads much 
closer to the actual value. In fact, since most voltage readings in 
such circuits are now made with VTVMs at the factory, you 
would probably read 50 V. 

When testing a circuit, you might find a little box in the lower 
corner of the schematic diagram showing which type of meter 
was used in taking the standard test-voltage readings. In some of 
the older sets, you’ll find that a 20,000 Q per-volt meter was used 
— in which case, if you use a VTVM, all voltages will seem high. 
So, to get an accurate voltage reading, you must always know the 
test conditions and the type of instrument used to make the stan¬ 
dard readings. 

Digital voltmeters normally are used in the same manner as 
VOMs, but in terms of their electrical characteristics they are 
closer to VTVMs. Digital voltmeters generally feature a very high 
input impedance — lMfl per volt is typical. A digital voltmeter 
makes precise readings very easy because a numerical value is 
displayed directly and there is none of the inherent ambiguity in¬ 
volved in determining the exact position of a meter pointer on a 
scale. 

On the other hand, in many cases you need to monitor a con¬ 
tinuously changing value. You can monitor the trend of the 
change easily by watching the up or down movement of a meter 
pointer, but on a digital voltmeter you would only get a blur of 
meaningless numbers. The best type of voltmeter to use depends 
on the nature of the specific application at hand. 
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Current measurements aren’t as simple to make as voltage 
measurements. The meter must become part of the circuit instead 
of touching across it, which takes more time. Also, you have to be 
very careful — picking the wrong current range or shorting the 
load to ground accidentally can blow a meter very quickly. For 
this reason, many technicians are reluctant to use current tests. 
However, current measurements can give a great deal of informa¬ 
tion about a circuit in a short time. With reasonable care, there is 
no more risk of meter damage in this test than in any other. 

You can make the job of getting the meter into the circuit 
much easier with some special equipment. Test adapters of var¬ 
ious types allow current measurement by plug-in testing without 
unsoldering wires. Some types of adapters can be bought ready- 
built, but you might have to make a few. They’re well worth the 
little time it takes in terms of bench time saved. 

Reading the input current drawn by any electrical apparatus 
can tell you the total wattage being consumed; simply multiply 
the current by the applied voltage. The actual wattage consumed 
is a valuable piece of information because the rated wattage is al¬ 
most always given in the service data for the apparatus. If a device 
is taking more power than it should, there is definitely something 
wrong—a leakage, a short circuit in the power supply, etc.) By 
measuring input current you can, for example, check a power 
transformer for an internal short. 

The input current test works on ac and dc equipment, all the 
way from a tiny transistor radio to a 5,000 W transmitter. Current 
measurements within a circuit are essential in transmitter testing 
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and in all kinds of high-power work such as PA systems and high- 
power amplifiers. In high-power transistor amplifiers, a current 
measurement can tell you if transistors are leaky, indicate 
whether bias voltages are correct, and give you other useful infor¬ 
mation. 


Power measurements 


If a TV set, amplifier, etc., becomes too hot as it plays, you need to 
know if it is actually drawing too much power, and if so, why. The 
input wattage measurement of any piece of ac-powered equip¬ 
ment is a very good clue to what’s going on. You can check the ac¬ 
tual power being consumed to pin down a short or leakage in the 
power supply circuits, or even an open circuit — one that isn’t 
drawing as much power as it should. 

The watt is a unit of power that is always a product—volts 
multiplied by amps. So an ordinary voltmeter or ammeter will not 
read power—you have to take simultaneous voltage and current 
readings and then do the math. Of course, there are wattmeters 
that will do this for you. They’re actually combination volt- 
ammeters, having a current coil in series with the line and a volt¬ 
age coil across it. Both coils affect the position of the meter needle: 
the amount of deflection depends on the product of the currents 
in the two coils, so the scale can be calibrated directly in watts (see 
Fig. 3-1) 


(from power source) 


'/ " 

:\ 


_/-y*yy 

/ Current 


Out 

(to circuit under test) 


Wattmeter schematic 


Fig. 3-1 The current through the two coils affects the amount of pointer 
deflection. 


There are many uses for this instrument. However, watt¬ 
meters are not commonly found in service shops because they are 
fairly expensive. Some shortcut tests can give the same informa- 
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tion but use more common test equipment. Any of the wattage 
tests discussed can be made accurately with the three substitute 
testers described later. 

Measuring the dc drain of an auto radio 

Measuring the current drain of an auto radio is probably the sim¬ 
plest current test. All you need is a 0-to-10-amp dc ammeter, con¬ 
nected to one of the power-supply leads to the auto radio, as 
shown in Fig. 3-2. The rated current drain for the specific set 
should be in the service data. 



Fig. 3-2 An ammeter can be connected to one of the power-supply leads of 
an auto radio. 


Transistor equipment generally draws a relatively low 
amount of current, usually under 1 amp at 12 V. Older tube sets 
with vibrators drew considerably more current. Drains as high as 
8 to 12 amps were uncommon. Some early hybrid models that 
used tubes for the early stages and transistors in the output stage 
had current ratings in the 1- to 1.5-amp range. 

If you use an ac-powered bench supply for operating auto 
radios for test, the supply will probably have a dc voltmeter and 
an ammeter built in. If not, you probably can use your VOM for 
the ammeter; such meters usually have a dc range of 10 amps or 
so, which is ample for most auto radios. Be sure that the supply 
voltage is set to the state level because this affects the current 
drawn and the wattage. 

If the tone of an auto radio is not as good as it should be and 
the current is either more or less than the rated value, check the 
bias on the output transistors). The output stage causes the heavi¬ 
est current drain of the whole set. 
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Dc current measurements 
in transistor portable radios 


Current measurements are invaluable in servicing small transis¬ 
tor radios, particularly the subminiature types. Because of their 
small size, it’s hard to get into these circuits. So, we take current 
readings, which we can do from the outside, and get all the infor¬ 
mation possible before we start taking things apart. 

Practically all the bench power supplies used for testing these 
radios have a dc milliammeter as well as a dc voltmeter. If yours 
doesn’t have one, you can always use the 0- to 25- or 0- to 50-mA 
range of the VOM, as in Fig. 3-3. 

Adjustable 
power supply 



Transistor 

radio 


Fig. 3-3 A VOM can be used to monitor the current supplied by a bench 
power supply. 

A set of connector harnesses can speed up the work. Take the 
battery terminals from a dead battery and solder a set of test leads 
to them, watching polarity. Now, when working on a radio using 
this size battery, you simply snap on the connector. It’s handy to 
have a harness for each of the common sizes of batteries. 

A set of test leads with alligator clips is very useful. For exam¬ 
ple, you can use them to connect a milliammeter in series with 
the radio battery by turning the battery plug sidewise and clip¬ 
ping on, as in Fig. 3-4. 

If the radio uses penlight batteries in holders, you can get 
your meter into the circuit with an adapter like the one illustrated 
in Fig. 3-5. Get a strip of heavy insulating paper (such as the fish 
paper used in electrical work) about x h inch wide and 2 to 3 inches 
long. Cement a thin strip of brass (shimshock) to each side, and 
solder test leads to the ends of the strips. Be sure the brass strips 
are cut a little smaller than the insulator. To use this adapter, in- 
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0 to 25 mA dc 




Fig. 3-5 This adapter can be employed to use a meter with a circuit pow¬ 
ered by penlight batteries. 

sert it between any two batteries in the string and connect the test 
leads to the milliammeter. It’s easy to get the adapter in place if 
you lift the ends of the two of the batteries, put the adapter be¬ 
tween them, and then push them back into the holders. 

Check the service data to determine what the current drain 
should be. In a typical six-transistor portable, it might run less 
than 10 mA at minimum volume and about 15 mA to 20 mA at full 
volume. Maximum current depends on how much audio power 
output the set has. 

There are many uses for the input current test in addition to 
checking bias, battery life, etc. You can even use it as an align¬ 
ment indicator. The total current drain of a transistor radio de¬ 
pends on the audio output; if you use an audio-modulated signal 
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for alignment work, the current drain will be directly propor¬ 
tional to the amount of audio signal. So feed in an IF or RF signal 
and tune for maximum current. The volume control can be set to 
give a convenient amount of current. This setting and that of the 
RF signal generator output shouldn’t be changed during align¬ 
ment unless the signal becomes too high and threatens to over¬ 
load the receiver or cause clipping. 

Testing power transformers 
for internal shorts 

Many sets have “hot” power transformers. They might smell bad, 
have tar running out, etc., and in general show all the symptoms 
of being hopelessly burned up. But are they? The big question is 
always this: “Is the transformer broken down internally, or is the 
overheating a result of a short in the load circuits?” In all cases, 
you must know if the transformer itself is bad before you can 
make any estimate on the job. So, check it first. 

Remove the rectifier tube or disconnect the silicon rectifiers, 
etc. In a few sets, you can do this by pulling the V+ fuse. In any 
case, be sure that the rectifiers are completely disconnected from 
the power-transformer secondary. 

In a tube set, you should open the filament circuit by discon¬ 
necting one wire from the power transformer. (You could pull all 
the tubes, but that takes longer!) If the filament circuit is center- 
tapped, you’ll have to open both supply wires. In all tests, make 
sure that there is no load on the power transformer. 

Plug the primary of the power transformer into the watt¬ 
meter and turn it on. If the transformer is not internally shorted, 
you’ll see a very small kick of the meter needle as the magnetic 
fields build up, and then the reading will fall back to almost zero. 
This reading, usually 2 W to 3 W at most, is the “iron loss” and is 
normal. If there is a shorted turn anywhere in the transformer, 
however, the wattmeter needle will come up to 25 W or 30 W. If 
the short is in one of the high-current windings, you’ll see a full- 
scale, needle-slamming reading, which means that the trans¬ 
former is definitely bad. Recheck to make sure that all loads have 
been disconnected. (Even two pilot lights can show a reading of 
about 5W). 

There is also a no-instruments-at-all test you can do on a 
power transformer. Hook up the transformer with no load on it, 
and leave it on for 5 to 10 minutes. If the transformer gets too hot, 
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it’s bad. A good transformer will get just barely warm running no- 
load. A badly shorted one will heat up and smoke. 

Substitute power testers 

Let’s discuss the kind of equipment you can substitute for a watt¬ 
meter to get the same results. Since you need a “volts times amps” 
reading, you have to do your own arithmetic. The ac line voltage 
is usually specified as being 117 V rms, but let’s use 120 V for sim¬ 
plicity. If you know the line voltage, measure the current and get 
watts by multiplying. For example, if the rating plate of the 
equipment under test reads 240 W your current should measure 
2 amps. 

You can use a 0-to 5-amp ac ammeter (Fig. 3-6) of the panel- 
meter type for such measurements. Also, an adapter is available 
that makes a clamp-on ammeter out of a pocket VOM. It has a 
current transformer made so that the core can be opened up and 
clamped around either one of the ac wires. When the adapter is in 
place, the meter reads ac current on the ac volts scale. 


0 to 5 ac Circuit 

Ammeter breaker 



Fig. 3-6 A 0 to 5-amp ac meter in series with the input can be used to mea¬ 
sure wattage. 

If you have one of these adapters (Fig. 3-7), be sure to place the 
clamp-on core around only one of the wires; if both wires get in¬ 
side it, you won’t get any reading. On TV sets, you can usually get 
at one wire at the ac interlock, at a wire going to the switch, etc. 
You can now read current, multiply it by line voltage, and end up 
with the wattage. 

However, ac ammeters aren’t common in service shops 
either. Let’s figure out another way to measure power. Use the ac 
voltmeter from the VOM. Get a fairly accurate 1 £1 resistor; the 
standard 5 W or 10 W wirewound types are an “automatic” Ohm’s 
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law computer. Using E + IR, Ohm said that for every ampere of 
current that flows through a lfl resistor, it drops 1V across it. So, 
you can read the ac voltmeter as an ac ammeter. In a 240 W cir¬ 
cuit, you’d read 2V (and therefore 2 amps) and get the same result 
as before. This technique is illustrated in Fig. 3-8. 


0 to 5 ac 



Fig. 3-8 Ohm's law can be used to measure ac current on the ac volts scale. 


The method just described is a valuable test for sets using 
small circuit breakers in the primary of the power transformer. If 
the breaker kicks out at odd intervals, check to see whether it is 
caused by an intermittent overload in the secondary circuits or to 
an intermittent breaker. The kickout value of current is always 
specified on the breaker itself. For example, a typical unit might 
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be rated “hold 2.2 amps; open at 2.5 amps.” If you read the actual 
current in the circuit and find that the breaker is kicking out at 
2.2 amps, replace the breaker and that usually fixes the trouble! 


Finding overloads in power supplies 


After clearing the power transformer from suspicion in a fuse¬ 
blowing or overheating problem, you can put the loads back on 
one at a time and find out which one is faulty. One good test is to 
leave the filaments open and hook up only the V+. Check input 
power again. If it shows more than 30W to 35W, look out! If the 
current drain is as much as 75W to 100W with only the B+ circuits 
hooked up, there is definitely a short circuit in one of the 
branches. 

Leaving the filaments off will raise the V+ voltage by taking 
off the normal loading. This test also can help to break down leaky 
parts and give you a nice, definite indication, such as a thin pillar 
of smoke. So do this test with care and with one hand on the 
switch! 

If the transformer and V+ filter circuits check okay, you can 
read the V+ current drain by hooking a 0 to 500 dc milliammeter 
into the V+ filter output, as in Fig. 3-9. The normal current drain 
will always be given on the schematic; for example, 350 V, 
260 mA—and so on. If you get something like 300 V at 290 mA, 
look out. Something is drawing more than its normal current. 

The excessive current can be traced by voltage readings in in¬ 
dividual circuits, especially if they have their own individual 
dropping resistors. Look for the resistor with the greatest percent¬ 
age of drop. For instance, if you have taps for 350 V, 250 V, and 


o to 500 
dc mA 



Set’s 

circuits 


Fig. 3-9 A0 to 500 mA milliammeter can be used to detect overloads in the 
V+ filter output. 
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150 V coming off the V+ filter output, and the 350 V and 250 V 
lines read about 10 V low while the 150 V line reads about 50 V 
maximum, the trouble is in the 150 V line. For a quick check, dis¬ 
connect the 150 V line and see whether the others jump back up 
to normal (or probably a little above because of the reduced load¬ 
ing). Having traced the trouble to a single circuit, you can chase 
down the short with an ohmmeter. 

Setting the bias of a power 
transistor with a current meter 

Transistor bias voltages are crucial. A change of only a small frac¬ 
tion of a volt can cause a transistor to cut off completely or draw a 
very high current—often enough to overheat the junction and 
destroy the transistor. If you suspect that a power transistor is 
drawing too much current, the only way to check it is to insert an 
ammeter and read the current directly. 

Figure 3-10 shows this situation on a typical single-transistor 
output stage. The bias is adjusted by means of a series resistor in 
the base return circuit. Open the bottom of the output trans¬ 
former primary circuit, as shown, and insert a 0- to 1-amp dc 
meter. With this connection, read the collector current; its value 
is determined by the base bias. (You can consider this as either a 
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voltage bias or a current bias; if you change current, you change 
voltage and vice versa, so don’t be confused about it.) 

The circuit shown happens to be from a 6.3 V radio, and the 
power output is not very high. The rated values for this circuit are 
as shown, and the bias control should be adjusted to give a collec¬ 
tor current of 550 mA to 600 mA (0.55 to 0.6 amp). 

The collector goes directly to the ground through the primary 
of the output transformer. This winding has a very low dc resist¬ 
ance, so a dc voltage measurement here would be hard to read 
unless you had a meter that read millivolts. This explains why 
you take a current reading, which has more readable values. The 
actual current will be different on other sets, but the principle is 
the same. 

For a given auto radio, details on how to adjust the output 
current are in the service data. Check this data before you make 
the test because auto radios differ in current values. The current 
in a given circuit depends on the type of transistor used and the 
way the circuit was designed. You need the exact value so you 
can adjust for correct current in the set you are working on. The 
bias value sets the operating point of the transistor. 

In two-transistor push-pull or transformerless output cir¬ 
cuits, correct collector current is especially important. Most of 
these circuits work in class B: one transistor amplifies the nega¬ 
tive half of each cycle; the other, the positive. If the bias isn’t ex¬ 
actly right, you get what is called crossover distortion at the point 
where one transistor stops conducting and the other starts. You 
can see this distortion with a scope; there will be a decided break 
or notch in the signal waveform where it crosses the zero line. 
Some sets use a combination bias—the output stage actually 
works in class A on small signals, shifting to class B on large ones. 
Bias is very important on these circuits. Combination-bias cir¬ 
cuits are also found in hi-fi stereo amplifiers and are adjusted in 
exactly the same way as car-radio circuits. 

Measuring large currents 

For most modern electronics work, you will be dealing with fairly 
small currents, usually in the milliamp range. (One milliamp 
equals 0.001 ampere.) Rarely will you encounter currents of more 
than 1 or 2 amps, but there are exceptions in some types of equip¬ 
ment. 

Most multimeters aren’t designed to handle relatively large 
current measurements. The highest current range on many 
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multimeters is only about 500 mA (0.5 amp), especially on less ex¬ 
pensive models. But what if you need to measure a large current 
value, say 12 amps? You’ll only peg the meter’s needle at the high 
end of the scale. You won’t get a useful reading, and you might 
possibly damage your multimeter. 

You can increase the range of any milliammeter (or ammeter) 
by adding a shunt resistor in parallel with it, as illustrated in 
Fig. 3-11. This trick works because of Ohm’s law, which states 
that: 

I = E/R 

where I is the current in amperes, E is the voltage in volts, and R is 
the resistance in ohms. 



Rs 

AAA/- 


Fig. 3-11 The range of a 
milliammeter 
can be increased 
by adding a 
small shunt 
resistor in 
parallel with the 
meter. 


The total effective resistance in this case is equal to: 

o _ R m X R s 

r ‘ _ r^+r; 

where R m is the internal resistance of the milliammeter, and R„ is 
the added shunt resistance. The total effective resistance (RJ is 
always less than either of the component resistances in the com¬ 
bination (R m or R g ). 

As an example, let’s assume the internal resistance of the 
milliammeter is 30 Q, and a full-scale reading is obtained with a 
current of 0.5 amp (500 mA). This will occur when the voltage 
source equals: 

E = IR 
= 0.5 X 30 
= 15 V 

We want to extend the range of the meter to 5 amps (5,000 
mA). The meter itself can’t handle more than 500 mA, so the re¬ 
maining 4.5 amps must be carried by the shunt resistor. What 
should its resistance value be? 
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In a parallel combination, the same voltage will pass through 
both individual resistors. We already know that a supply voltage 
of 15 V gives the maximum current through the meter. We know 
the supply voltage (15 V) and the desired current (4,500 mA) to be 
carried by this resistor. All we have to do is to rearrange Ohm’s 
Law to solve for the unknown resistance: 



_ 15 
4.5 

= 3.3333 £2 

Using a 3.3 £2 shunt resistor will increase the milliammeter’s 
range by a factor of ten. Notice that the value of the shunt resistor 
is typically very small. The greater the desired increase in the 
meter’s range, the smaller this resistance must be. 

This is all well and good, but it assumes you know the inter¬ 
nal resistance of the original, unmodified milliammeter. What if 
this information is not readily available? You can’t measure this 
resistance directly with an ohmmeter. 

A solution to this problem can be found with the test rig 
circuit illustrated in Fig. 3-12. This test circuit will work fine 
for either a bare milliammeter or the milliammeter section of a 
multimeter. Use 10K (10,000 £ 2 ) potentiometers for Rl and R2. 
Resistor R3 is simply a protective current-limiting resistor, and its 
exact value is not terribly crucial. Use a 4.7K (4,700 £ 2 ) or 3.9K 
(3,900 £ 2 ) resistor, or anything you happen to have available in 
this approximate range. 



Fig. 3-12 This test circuit can be used to determine the internal resistance 
of a milliammeter. 

Start out with potentiometer Rl set for its maximum resis¬ 
tance (lowest current flow) and switch Si open. At this point po¬ 
tentiometer R2 is not actually part of the circuit. Slowly decrease 
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the resistance of potentiometer Rl to increase the current flow 
through the circuit, and therefore the reading on the milliam- 
meter. Keep going until the meter shows its full-scale reading. 
Now, leave potentiometer Rl set as it is. Do not move it. 

Close switch Si to add potentiometer R2 to the circuit in par¬ 
allel with the meter’s internal resistance. Adjust potentiometer 
R2 until the meter gives an exact half-scale reading. At this point, 
the two parallel resistances (R2 and the meter’s internal resist¬ 
ance) must be equal. Being careful not to change the setting of po¬ 
tentiometer R2, open switch Si and use an ohmmeter to measure 
its resistance. The milliammeter’s internal resistance has the 
same value as you read across this potentiometer. 
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VOM and 
VTVM tests 


This chapter describes a wide range of applications for the 
technician’s right arm: the multimeter. 

Measuring contact 
resistance with a VOM 

Once in a while you need to test a switch or relay contact to see if it 
is making good contact. A bad contact is annoying, especially if it 
is intermittent. However, there is one positive test: checking the 
resistance of the contact by reading the voltage across it in actual 
use. This test hook-up is simple, as illustrated in Fig. 4-1. 

The contact resistance of a good switch should be 0—there 
should be absolutely no voltage drop across the contacts under 
full normal load. If the contact surfaces become dirty or burned, 
there will be resistance. Where there’s resistance, there’s heat, 
voltage drop, etc. 

To check for contact resistance, set your voltmeter to the full 
line voltage of the circuit and connect it directly across the con¬ 
tacts. The voltage can be either ac or dc; just set the meter to read 
the full voltage that the switch is breaking. With a sensitive meter, 
you’ll see the full voltage across an open switch, even if the load 
circuits have fairly high resistance. Now, close the switch; the 
voltage should drop to 0. Turn the switch on and off several times 
to see if the voltage does drop to 0 every time. 

If there is any contact resistance, you’ll see a small voltage 
reading when the contacts are closed. In most cases, this can be 
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Fig. 4-1 It is very simple to measure contact resistance with a VOM. 


read with your initial meter setting. If you want to, turn the meter 
to a lower voltage scale for a more accurate check, but be careful. 
The contact could be intermittent, and any resulting surge of volt¬ 
age could damage the voltmeter (unless it is a VTVM). 

With the meter set on the maximum voltage scale, tap the 
switch with the handle of a screwdriver to see if you get any dif¬ 
ference in the reading. It’s a good idea to do this before going to a 
lower voltage scale with a VOM. 

It takes only a very small voltage to show you that there is 
unwanted contact resistance. Even 0.5 V means that there is some 
resistance between the contacts. This resistance will tend to 
increase in time, and the switch might eventually burn out. (Re¬ 
sistance makes heat; heat makes more resistance—it’s a vicious 
circle.) 

If the contacts are accessible as in some relays, you should 
clean them with very fine sandpaper or crocus cloth and a con- 
tact-burnishing tool, or even a piece of cardboard. After cleaning, 
check again for zero resistance and zero voltage drop. 

Measuring voltage drop 
in long battery wires 

There might be some mystery when troubleshooting too much 
voltage drop in the supply wires. Take a typical case: a two-way 
radio transceiver is mounted in the trunk of a car and connected 
to the car’s battery by long wires. If these wires aren’t heavy 
enough or if there is contact resistance in a switch or relay, the 
radio supply will be low, and you’ll have a “mysteriously” weak 
set. 

The first step in such a case is to read the battery voltage at the 
radio power-supply plug. If the voltage is below normal, then go 
back to the battery itself and read its voltage. The radio must be 
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turned on so you get a full-load reading. In most cases, it’s desir¬ 
able to key the transmitter to place maximum load on the power 
supply. 

If the battery voltage is normal and there’s a loss between the 
battery and the radio, the next step is to find out just what part of 
the supply circuit is guilty. Do so by taking more voltage readings 
—this time across the wires themselves. You’ll probably need an 
extension lead for one of the voltmeter test leads because you 
have to take a reading between two points that are 18 to 20 feet 
apart! Don’t worry about the length of the test lead. Because of the 
small current drawn by the voltmeter, voltage drop in the test 
leads will not affect the reading much. 

Connect one test lead to the ungrounded post of the battery 
itself. If this post is positive, as it is in most American cars, put the 
positive meter lead here. Make sure that you have a good, clean 
connection; a clip will be needed to hold the lead in place. Now 
put the other test lead on the positive (or “hot”) wire of the radio 
power-supply plug, as at A in Fig. 4-2. Turn the radio on; there 
should be no voltage reading on the meter. Normally, you’ll be 
able to see any significant voltage drop, since it must be from 1 V 
to 3 V to cause trouble. 



Fig. 4-2 Special techniques are used to measure the voltage drop in long 
battery wires. 


If you see no voltage drop on the positive lead, put the nega¬ 
tive lead of the voltmeter on the grounded battery post. Then take 
another reading, this time to the ground point in the car’s trunk or 
at the ground lead of the power supply plug (B). Again, you should 
see no voltage drop. If, however, the ground path is not perfect— 
for example if there are painted joints between this point and the 
battery ground—you will see some voltage. 
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By doing these two tests, you can pin down the cause of any 
excessive voltage drop in the supply circuits. Don’t forget that 
these wires also go through switches and relays. To get away from 
possible voltage drops in automotive switches, most two-way 
radios and similar high-current equipment have relays that do 
the actual switching on or off; the car’s ignition switch is used 
only to control this relay. Make sure the supply circuit does not go 
through the ignition switch itself; such switches are too light for 
this purpose. 

Identifying uncoded wires 
in multiconductor cables 

Identifying the wires in a large group of non-color-coded wires is 
difficult at best. You find this problem in intercommunication 
systems, where someone has bunched assorted wires without 
color-coding or identifying them. What do you do? 

Get a 9 V battery and a connection strip. Solder a pair of short 
test leads to the strip, with alligator clips at each end of the leads. 
You can hook a milliammeter in series with one lead, or use a pilot 
light (a 12 V type). This is shown in Fig. 4-3. Now all you need is a 
0 V to 10 V dc voltmeter and a set of wire tags. Numbered adhesive 
strips are sold by many electronics suppliers for this purpose. 

The testing takes two people. Find the two ends of the cable 
you want to identify. Put one person with the battery at one end, 



Fig. 4-3 A handy method for identifying uncoded wires in a multicon¬ 
ductor cable. 


www.engbookspdf.com 





Testing capacitor leakage with a VTVM 91 

connect the battery to any two wires in the cable, and mark the 
negative wire NO. 1 and the positive wire NO. 2. At the other end of 
the cable, with your voltmeter, start checking between all possi¬ 
ble pairs of wires for voltage. This is the hard part because you 
have so many possible combinations. If the wires have continuity, 
you’ll eventually find the right pair. Mark the negative wire no. 1 
and the positive wire NO. 2. To signal the person at the other end, 
short the two wires together a couple of times. If he’s using the 
pilot light, it will flash, indicating that you’ve found the first pair. 

Your partner leaves the negative clip connected to the same 
wire (no. 1) and moves the positive clip to any one of the others. 
You leave your negative clip attached and search with the posi¬ 
tive one until you find voltage on another wire. Mark this wire 
NO. 3; then short it to NO. 1 to flash the signal light. Your partner 
should have marked the positive wire no. 3 while you were 
searching and now moves the clip. 

This technique also serves as a good short or leakage test. 
Even after you locate the wire with voltage on it, check all the 
wires. See if you get a voltage reading on any of the others. You 
shouldn’t, unless there is water in the conduit, an accidental 
short, etc. If there is a short, this method will reveal it quickly. 
Your partner’s light will turn on the instant it’s connected to the 
shorted pair. 

Testing capacitor leakage with a VTVM 

In checking small capacitors, find out if they are open, leaking, or 
shorted. Because of the way such capacitors are built, it’s almost 
impossible for them to change value. A 0.001 flF capacitor is likely 
to remain a 0.001 fiF no matter what happens to it. Rather than 
check the value as with electrolytics, do a condition test to deter¬ 
mine whether the capacitor is functioning. A leakage of as little as 
200 to 300 M in a high-impedance circuit can upset things consid¬ 
erably, so it’s important to test for capacitor leakage when trouble 
occurs in these circuits. 

A capacitor tester that has an insulation-resistance function 
is handy. All you need is a VTVM. Figure 4-4 shows how to do it. 
Disconnect the capacitor and hook one end to the dc-volts probe 
of the VTVM. Now touch the other end to any convenient source 
of V+ voltage. The actual voltage isn’t too important, as long as it 
is about the same or somewhat higher than the voltage applied to 
the capacitor in the circuit. For large power-supply capacitors, 
especially in older tube equipment, about 200 V to 250 V is fine. 
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dc Volts 
probe 



In modern solid-state (especially IC) circuits, much smaller 
capacitors are normally used, with rated working voltages of 25 V 
or even less. Do not exceed the maximum rating of the capacitor 
under test or you could destroy it. For small, low-power capaci¬ 
tors, the ohmmeter battery in a VOM is sufficient. On the other 
hand, too low a test voltage might not give a readable result. 

You’ll see an initial kick of the voltmeter, caused by the 
charging current of the capacitor. If there is little leakage, this ini¬ 
tial deflection gradually will ease off and the meter needle will go 
back to zero. The larger the capacitor value, the longer this takes. 
If you’re in a hurry, you can touch the VTVM probe tip and 
ground with your fingers to discharge the capacitor faster. 

Now, watch the meter needle. If it never reaches zero, or if it 
starts back up again after you have brought it to zero by touching 
the probe to ground as described, there is leakage in the capacitor. 
You’re making a voltage divider that consists of the input resis¬ 
tance of the VTVM and the capacitor. Leakage current gives a 
voltage drop across the meter—and a voltage reading. 

The actual voltage isn’t too important; the fact that there is 
any voltage at all is what you’re looking for. In coupling-capacitor 
circuits, even a 1V leakage can be too much. It causes a leakage of 
positive voltage from the plate of one stage onto the grid of the 
next stage, canceling out part of the negative bias voltage and per¬ 
haps throwing the tube onto the wrong part of the curve and caus¬ 
ing a severe distortion. 

With transistors in similar circuits, capacitor leakage is even 
more important. It takes only a tiny fraction of a volt to make a 
transistor cut off or run wild. The latter can cause overheating 
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and avalanching, and can destroy a transistor quickly. For best 
results, check any new capacitor before putting it into circuit. 
Such a check can save a lot of time if the new capacitor does hap¬ 
pen to have a little leakage! We have a tendency to automatically 
assume that a new part is good. This isn’t true in all cases; check 
first, and you’ll be sure. 

Measuring very high resistances 

You might have occasion to check high-value resistors that are far 
beyond the range of your ohmmeter scales. There is a way to do 
this—in fact, there are several ways. 

The easiest is with a resistor of the same value or one as close 
as possible. If you don’t have an exact duplicate, you can connect 
several resistors together temporarily to get the necessary value. 
For example, for a bleeder resistor used in color TV focus-rectifier 
circuits — 66 M — hook three 20 M resistors and a 6 M resistor in 
series; or use three 22 M resistors; etc. 

For the test, connect the combination in series with the sus¬ 
pected resistor and connect the whole string across a source of 
voltage. The V+ voltage of the TV set is handy, but you can use 
any voltage, even the ac line if you want. Take a voltage reading 
across one of the resistors, as shown in Fig. 4-5, and note the read¬ 
ing. Next, check the voltage across the other resistor. 



Resistor ^ 
being 5 
checked ? — 

2 

supply 


VTVM 


Test £ 

resistor K 


Fig. 4-5 

Very high resistances can be measured using this method. 


Because you have deliberately made a divide-by-two voltage 
divider, the two readings should be almost the same if the resistor 
under test is okay. If the difference is not more than 10 percent, 
the resistor is probably good. (The amount of difference you 
should tolerate depends on the resistors used; if they are 5 percent 
resistors, then cut down your tolerance to this amount, and so on.) 
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If you don’t have the right resistor values, you can still use 
some that will make the total resistance of the voltage divider 
come out at a value that is easy to interpret. For example, with the 
66 M resistor, you could use a single 22 M test resistor. Your whole 
circuit would then offer 88 M (66 + 22); your voltage reading 
across the 22 M resistor would be one-fourth of the total voltage. If 
you used 200 V, you’d read 50 V across the 22 M and 150 V across 
the 66 M. 

Note that this method takes the meter resistance out of the 
picture only if all resistors are equal. If you had to figure the actual 
voltage present across each resistor, you’d have to figure out the 
shunting effect of the meter resistance. 

Checking diodes by the balance method 

You can use the method described for checking very high resis¬ 
tances to also check diode back-resistance. You can check ordi¬ 
nary diodes, such as afc, video and sound detector, etc. with an 
ohmmeter, as will be shown in a later chapter. However, if you 
run into special units, such as the high-voltage diode rectifiers 
used in focus and boosted-boost circuits in color TV sets, the 
ohmmeter simply won’t reach the resistance range needed. 




Fig. 4-6 Diodes can be checked with the balance method. 
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The duplicate-and-balance method shown in Fig. 4-6A is the 
easiest. Connect the suspected unit in series with another one just 
like it, and feed a voltage to the combination for equal voltage 
drops across the two units. 

You also can use this method for testing low-voltage diodes 
and for checking balance on afc diodes, ratio-detector diodes, and 
diodes used in any of the circuits of FM multiplex receivers and 
decoders. With these low-voltage units, connect the diodes in 
series and add a series resistor to keep the current within safe 
limits (see part B of Fig. 4-6). Now hook a small test voltage across 
the combination and check the diode voltage drops for balance. 

As a general rule, if any diode — from the 5,000 V focus recti¬ 
fiers down to one of the tiny video-detector diodes—is really bad, 
the defect will show up in the front-to-back resistance ratio, 
which can be measured by this test. You can feed an audio or RF 
signal across the combination and read the result with an oscillo¬ 
scope or a good ac VTVM. 

Checking video-detector 
diodes with an ohmmeter 

You can check the small video-detector or signal diodes very ac¬ 
curately with an ohmmeter. A good diode shows a small resis¬ 
tance in one direction and a very high one in the other. The actual 
resistance readings seem to depend on the battery voltage used in 
the ohmmeter. The forward resistance varies with voltage and 
diode types but will probably be in the neighborhood of 100 to 
200 ohms. The reverse-bias measurement should read several 
hundred thousand ohms. 

Practically all VTVMs use a low-voltage battery in the ohm¬ 
meter; the average voltage is about 3 V. Most VOMs use a 1.5 V 
battery on the low-resistance ranges, but use up to 22.5 V on the 
highest resistance scale in the megohm range. Diodes should be 
tested on low range—a scale of 0 to 2,000 Q or 0 to 5,000 Q— 
because such a range will use a low-voltage battery. 

Find out which of your ohmmeter leads is positive; that is, 
which one is connected to the positive side of the ohmmeter bat¬ 
tery. Check yours with another voltmeter and mark the positive 
lead. A voltmeter check also tells you exactly what voltages are 
used in your ohmmeter on various ranges. 

If the positive ohmmeter lead is placed on the cathode of the 
diode and the negative on the anode, you get a high-resistance 
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reading. Reverse the leads for a low-resistance reading. The ratio 
between the two should be very high for best performance in 
video detectors and similar circuits. 

Actually you don’t have to bother with polarity. With a high 
resistance one way and a low resistance with reversed leads, the 
diode is okay. However, with an unidentified diode or one so 
small that you can’t tell what the markings are (not uncommon), 
use the ohmmeter to identify the elements. In the forward-bias di¬ 
rection, the positive lead is on the anode (triangle) and the nega¬ 
tive is on the cathode (bar) of the diode. This test is illustrated in 
Fig. 4-7. 

Very high 

Ohms resistance 




Fig. 4-7 This is a technique for checking video-detector diodes with an 
ohmmeter. 

Checking video-detector 

diodes in-circuit with an ohmmeter 

Whenever you run into a white-screen symptom in a TV and the 
cause is not an age block or a dead IF tube or transistor, it could be 
a bad video-detector diode. These diodes are usually contained in 
a small can, and they shouldn’t be unsoldered and resoldered too 
many times. You can make a definite and reliable test without 
moving a wire: the ohmmeter will tell you from outside whether 
the diode is good or bad. 

Figure 4-8 shows a typical video-detector circuit. The IF sig¬ 
nal comes to the diode from a secondary winding on the last IF 
transformer; the other end of the winding is grounded. (This is a 
series-diode detector, but shunt detectors can be checked in the 
same way.) The coils are peaking chokes, which give the circuit 
a wideband response, and the video-diode load resistor is the 
3,300 Q unit connected from the diode output circuit to ground. 
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To check the diode, first hook the negative lead of the ohm- 
meter to the video coupling capacitor, as shown. That way you 
can read the dc path through the peaking coils and diode to 
ground. The positive ohmmeter lead is connected to ground (1 in 
the figure). This is the reverse-bias direction, so you should read 
nothing but the load resistor plus the small resistance of the two 
peaking coils—actually, 3,318 Q (but if you get 3,300 Q, it’s okay.) 

That’s one check. Now, reverse the leads—positive to the 
coupling capacitor, negative to ground [2 in the figure) — and read 
the diode in the forward-bias direction. Your path is through the 
low forward resistance of the diode with the 3,300 Q resistor in 
parallel, so the measurement should read something like 150 Q. 
Simply ensure there is a good, high ratio between the two read¬ 
ings. 

If the reading is infinity on both tests (no reading at all), the 
diode or one of the peaking coils is open. It doesn’t matter which; 
you’re going to have to take the circuit apart to find out which one 
and fix it. Check each of the coils for continuity before you de¬ 
solder the diode; such coils sometimes open because of corrosion 
on the fine wires. If you have a coil shunted with a resistor—such 
as the last coil in the circuit shown, which is shunted by 8.2K— 
the value of the reading can tell you which coil to suspect. For ex¬ 
ample, if you read 8.2K + 3.3K from grid to ground (in the high- 
resistance direction) you know the last coil is open, so check it 
first. 
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If the reading is the same in both directions, and very low, the 
diode is shorted. You can figure what the correct resistance of the 
circuit should be by totaling the resistances of the peaking coils 
and diode load resistor, etc. If you have any doubts, you can lift 
the ground end of the diode load resistor, thus eliminating the 
shunt path, and read only the diode’s resistance. 

In shunt detector circuits, where the diode is connected from 
the transformer output to ground, you can trace the dc path for 
the ohmmeter reading and catch an open or shorted diode in the 
same way. 

Checking transistors with a VOM 

The VOM makes a good transistor checker. It can be checked with 
an ohmmeter. Figure 4-9 shows the basis of the test. 



Fig. 4-9 A VOM can be used to check a transistor. 


A good transistor reads like three diodes—base-emitter, 
base-collector, and collector-emitter—as shown. A good junc¬ 
tion reads a high resistance in one direction and a low resistance 
in the other. The actual resistances will vary widely, depending 
on the battery voltage used in your ohmmeter, the type of transis¬ 
tor (silicon, germanium, etc.), and its rating. Look for the ratio be¬ 
tween the two readings for each diode; this ratio should be high. 
Typical values might be 200 £2 in the forward direction and 50,000 
to 75,000 £2 in the reverse. 

Use the low-resistance scale on your ohmmeter, particularly 
in a VOM. This scale usually has a low-voltage battery (1.5 to 3 V) 
and won’t damage the transistor. The high-resistance (megohms) 
scale can use up to 22.5 V, which can damage low-voltage transis¬ 
tors. 

To check each diode, take one reading and reverse the leads 
to read the resistance in the other direction. If the reading is the 
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same in both directions (100 £2 or less), that junction is shorted. 
For a valid test, the transistor must be disconnected; there are 
often very low resistances, such as coils, low-value resistors, etc., 
connected across the junctions. If you get a reading of infinite re¬ 
sistance in both directions, the junction is open. This defect is 
fairly rare. If you read something like 100 £2 one way and only 
about 500 £2 the other way, the transistor is probably leaking 
across that junction and should be replaced; a 5:1 ratio is too low. 

Voltage and resistance tests 

Voltage measurements in radio and TV work are helpful. They 
also can be misleading—that is, unless you know what you are 
reading, where you’re reading it, what you’re reading it with, and 
what the reading should be! Again, all tests are comparisons 
against a standard, and in the case of voltage measurements the 
standard is the operating voltages given on the schematic dia¬ 
gram. 

In low-impedance circuits such as the power supply, you can 
use any kind of voltmeter. The circuit can supply so much current 
that the type of meter used makes no difference. However, when 
you get farther along in a piece of equipment into some of the 
high-impedance stages, the meter impedance plays a more signif¬ 
icant part. 

Figure 4-10 shows a good example — one of the popular tube 
circuits used in many older TV sets as a sync separator and age 
stage. Note the values of some of these resistors. In some cases, 
you need to read a dc voltage through a resistance of 10 or 12 M. 
All of the coupling capacitors, etc., that feed signals into this cir¬ 
cuit have deliberately been left out because you are only con¬ 
cerned with the dc voltage relationships in this type of circuit. 
However, the ac signal does make a great deal of difference, not 
only in the output, but also in the dc voltages themselves. 

Yes, this is a complex circuit, but you can check it rapidly if 
you know what to look for and the meaning of what you see. The 
diagram shows a set of voltages on the tube elements. Suppose you 
take a set of readings with a VOM. They will all be different from 
the values called for on the schematic. Why? Because you didn’t 
read the instructions. Look in the corner of the schematic; it says 
very plainly, “dc voltages read with a VTVM.” 

For instance, if you put a VOM on a 0 V to 100 V scale (20,000 
£2 per volt) and check pin 9, you won’t read 100 V as the schematic 
calls for. The meter resistance on this scale is 20,000 X 100 = 
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Fig. 4-10 One of the popular circuits used in a number of older TV sets as a 
sync separator and age stage. 


2 M. Look at the size of the dropping resistor —12 M! If you shunt 
only 2 M from this point to ground, you load down the circuit so 
that the voltage drop across the 12 M resistor is far above normal. 
The result is a “wrong” voltage. 

If you use a VTVM, with an 11 M input resistance, you get a 
reading that is closer to the actual voltage. In fact, you can read the 
exact voltage shown on the schematic because this is the type of 
meter originally used to read the voltage. So, all dc voltages 
should match those shown if you are using the type of meter spec¬ 
ified on the schematic. Always check the corner of the diagram. 
Some have voltages that were read with a 20,000 ohms-per-volt 
VOM. In that case, all VTVM voltages should read higher than 
normal. 


www.engbookspdf.com 


























Voltage and resistance tests 101 


Some circuits call for voltages that are far different from what 
you might expect at first glance. Notice, for example, that there is 
a total of 11.2 M in series with the plate of the age section of the 
tube that leads to the 265 V+. According to the schematic, how¬ 
ever, the plate should read —10 V. Why? Because a positive-going 
keying pulse is fed to this plate at 700 V p-p from the flyback. 

There are also resistors (2.2 M and 150K) leading to ground in 
the IF age circuit. The high pulse makes the tube conduct, and the 
plate-current flow through the load resistors makes that point 
negative when measured to ground. The positive voltage coming 
from the 265 V line through the very large resistors bucks out or 
balances some of the negative voltage, and you wind up with the 
correct age voltage. (Part of this circuit also serves as a delay for 
the RF age.) 

There’s one other point that can fool unwary technicians. 
The instructions state clearly that these voltages were read with 
no signal applied to the set. Why? Well, if you check up on this 
circuit, you’ll find that there is normally a video signal voltage 
applied to the control grid. This signal controls the conduction du¬ 
ration of the tube—the time when plate current is flowing. The 
tube normally is cut off by a high bias voltage, so it isn’t drawing 
plate current at all. When a signal fed to the grid reaches a certain 
value, current starts to flow, changing the voltages present con¬ 
siderably. Look at the monstrous resistors used; it takes only a few 
microamps of current to develop a large voltage across them. 

Because there is no way of knowing what the actual signal 
input to the set would be, take the only possible standard: no sig¬ 
nal input at all. You’re now taking voltage readings under the 
same conditions they were taken at the factory. 

Voltage and resistance circuit analysis 

In actual field servicing, operating voltages provide your best clue 
to trouble by changing from the normal (becoming either too low 
or too high). Whenever you find a tube or transistor with an incor¬ 
rect voltage on any of its elements, check the complete circuit to 
find out why. After the voltage analysis, turn the set off and make 
a resistance check of all parts in the path in question, all the way 
back to the supply point. 

For a typical example, refer back to Fig. 4-10. Suppose that ei¬ 
ther the 8.2 M or the 3 M resistor has increased in value. This oc¬ 
currence would reduce the positive voltage on the plate of the 
tube, making the plate go too far negative. This in turn would 
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make the age too negative, and the controlled stages would be cut 
off—an age whiteout. If the 0.22 fiF bypass capacitor leaked, a 
low-resistance shunt path at the junction of the two large resistors 
would be added. Once again, there would be too little positive 
voltage to balance the circuit, and the same symptoms and a 
whiteout would occur. 

How do you pin down the faulty part in such circuits? Mea¬ 
sure the values of all resistors in the path where the fault might 
be. If there is too much negative voltage at the age plate and too 
much positive voltage at the junction of the 8.2 M and 3 M resis¬ 
tors, but the 265 V supply checks normal, then suspect the 3 M re¬ 
sistor of being open or greatly increased in value. If there was too 
little (or no) voltage at this junction, suspect the 8.2 M resistor of 
being open. 

To get a correct reading of these resistors, open the circuit. 
Lift one end of a resistor before making any resistance measure¬ 
ments across it. To read the exact value of the 2.2 M filter resistor 
from the plate to the IF age, lift one end of the 150K shunt resistor 
to ground. If you do not, there would be at least two paths: one 
through the resistor and the 150K resistor to ground; the other, 
back through the big resistors to B+, which usually measures 
about 20,000 Q to ground because of the leakage resistance of the 
electrolytic filter capacitors. 

Transistor circuits 

In transistor circuits, you have the same basic problem with shunt 
paths, but with very low resistances. Figure 4-11 shows a typical 
class-A amplifier stage with an npn transistor. You might find 
such a stage in the preamplifier circuits of a hi-fi audio amplifier 
or in some similar type of equipment. 

The signal here is developed across the load resistor, R L . This 
resistor is of such a size that half the supply voltage will be 
dropped across it, and the plate current can swing above and 
below the operating point an equal amount; this is what makes it a 
class-A stage. With an 18 V supply, there’s a 9 V collector potential 
measured to ground. (If this were a pnp transistor, it would be the 
same thing, but the collector voltage would be negative.) 

Notice the voltage divider network, resistors Rl and R2. They 
are proportioned so the base will have the right bias voltage for 
the type of transistor used—here, 0.69 V. But the schematic says 
very plainly: 1.69 V! The emitter is 1V above ground, so the actual 
base-emitter voltage is 1.69 — 1.0 = 0.69 V. 
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Fig. 4-11 A typical transistorized class-A amplifier stage. 

In the tube circuit of Fig. 2-1, recall that both the grid and 
cathode of the tube read 140 V from ground. What is the actual 
grid-cathode voltage? That’s right: 140 — 140 = 0! In case you 
were wondering about the statement that the tube is normally cut 
off, look at pin 6. This pin is a second control grid in this type of 
tube and actually has a —60 V bias: 80 — 140 = —60. 

In such circuits, there are shunt paths again. You can’t read 
the resistance of either Rl or R2 correctly unless you open the cir¬ 
cuit. The resistance of the base-emitter or base-collector junction 
is in parallel with these resistors. Take out the transistor or lift one 
end of the resistor to get a correct resistance reading. 

If the voltages are off-value in such circuits, don’t try to pin 
the trouble down by doing in-circuit tests with an ohmmeter. 
Break the circuit up into small sections and check each part by it¬ 
self. Wrong bias on the base of the transistor could be caused by a 
shorted transistor or by incorrect values on Rl, R2, or even R E . 

The voltage-resistance test sequence is probably the most 
useful in any kind of electronics work. Properly applied, it can 
give you a great deal of information in the least possible time. 
Using improper methods can lead you farther away from the real 
trouble. The nonexistent defects aren’t faults at all, but simply in¬ 
correct indications caused by the wrong test equipment! 

In general, find the defective stage by signal tests, then check 
its operating voltages. If any is off value, turn the set off and find 
the cause of the incorrect voltage by tracing the supply circuit 
back to its source. Measure all resistors in this path, including the 
resistance of coils, chokes, and anything else that is a part of the dc 
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path back to the supply. Learn to trace out a circuit and follow it 
back to the source of power. Start at this point, making sure the 
source voltage is correct for the very first test. You would be sur¬ 
prised to know how many technicians overlook this obvious and 
extremely simple test! By beginning at the supply and following 
the circuit until you come to an abnormal indication, you can pin 
down the trouble in the least possible time. 

Stacked stages 

Circuit with stacked stages have confused many technicians be¬ 
cause of the unusual dc voltage relations. The term stacking 
refers to the dc voltage distribution between the two (or more) 
transistors. The circuit shown in Fig. 4-12 is used in a commercial 
stereo amplifier and is a section of only one channel. It is a direct- 
coupled driver and output-transformerless (OTL) output stage. 
The circuit works in class B, with one transistor handling the posi¬ 
tive half-cycles and the other handling the negative. The speaker 
is connected to their midpoint and ground. 



Fig. 4-12 This stacked transistor circuit is from a commercial stereo 
amplifier. 
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Notice that the maximum power supply voltage is connected 
to the collectors of the upper transistors and that the emitter of the 
upper output transistor does not go to ground, but to the collector 
of the lower transistor. The emitter of the lower transistor is con¬ 
nected to ground, which is the positive point of the power supply. 
(Remember, in any transistor circuit, the polarity of the power 
supply is determined by the type of transistor used—npn or pnp.) 
You can have a supply voltage of—34 V for one type or +34 V for 
the other and it’ll work out the same. The main interest now is in 
the proportion of the supply voltage taken by each transistor be¬ 
cause this proportion tells if the circuit is working properly. 

Notice that the voltage does not split in the middle, as it usu¬ 
ally does when similar vacuum-tube stages are stacked. Maxi¬ 
mum supply voltage is —34 V, but the midpoint of the circuit has 
only —14.1 V. The midpoint value must be checked on the sche¬ 
matic so you know what is correct. 

Incidentally, transistor circuits do not have the rather wide 
voltage tolerance that most tube circuits have. If the schematic 
specifies 14.1 V, it doesn’t mean 14.3 or 13.8 — it means 14.1 V. In 
most transistor circuits, a change of only 0.2 V can cut a transistor 
completely off or drive it to full conduction and overheat the 
junction. 

Learn to measure these very small voltages with extreme 
care. Measuring the collector current is a very good way to check 
the bias voltage. There is a much greater meter deflection, and it is 
usually easier to read on shop-type equipment. 

Troubles in circuits like these are the same as in other 
stacked circuits: resistors that have changed in value, transistors 
with leakage between elements, inter-element shorts, etc. The 
emitter-base voltage (the bias) is a good place to start measuring if 
you suspect trouble. Use a sensitive and accurate VOM. A digital 
meter would be helpful here. Read the voltage directly from 
emitter to base. If this voltage is in tolerance, the transistor is prob¬ 
ably okay. If it is off by more than 0.2 V, then there is very likely 
something wrong in that stage. 

Note the direct coupling used in the driver transistors (the 
left-hand pair in Fig. 4-12). This is a very common circuit and has 
the same type of voltage distribution as the push-pull circuit. The 
available supply voltage will divide between the two in a ratio de¬ 
termined by the type of transistor and the bias on each one. Con¬ 
sult the schematic diagram of the circuit you are working on to 
verify the correct voltage. 
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Bad base bias 

In many transistor amplifier stages, a specific bias voltage will be 
applied to the base, regardless of the input signal. In most servic¬ 
ing schematics, the desired normal bias voltage will be given. Un¬ 
less otherwise noted, this bias voltage value assumes that the 
stage’s input signal is 0. For testing purposes, it is often useful to 
ground the input to the amplifier stage to ensure a zero signal. 

Figure 4-13 shows the basic circuitry for a typical single¬ 
transistor amplifier stage. You will find this circuit (or a variation 
of it) in a great many electronic devices of all types. 


+v 



Fig. 4-13 The basic circuit 
(or a typical 
single-transistor 
amplifier stage. 


With a zero (grounded) input, simply measure the base bias 
voltage by connecting your voltmeter between the base of the 
transistor and circuit ground. You should get the value given in 
the schematic or other troubleshooting literature for the equip¬ 
ment being serviced. If this voltage is off, the first thing to suspect 
is the supply voltage. (The tolerable error will depend on the in¬ 
tended application and the precision required for the particular 
circuit you are working on.) 

If the supply voltage is okay, check the transistor’s collector. 
If this value is way off the nominal value (from the schematic or 
servicing literature), you might have a bad transistor. Refer to 
chapter 8 for information on testing transistors. 

Assuming the transistor’s collector voltage is okay, but the 
base bias voltage is incorrect,there are two likely possibilities: ei¬ 
ther the coupling capacitor (C c in Fig. 4-13) is leaky or there is 
some unintended leakage resistance between the transistor’s col¬ 
lector and base. This leakage resistance might be internal or ex¬ 
ternal to the transistor itself. 
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To narrow down the cause of the problem, it is usually easiest 
to check out the coupling capacitor for leakage first. To do so, 
make sure the input to the amplifier stage itself is not grounded. 
The input to an earlier stage in the circuit can be grounded if nec¬ 
essary to force a zero input condition. Now, monitor the transis¬ 
tor’s base voltage as you short-circuit the input end of the capaci¬ 
tor to ground. If the measured voltage changes, especially if by a 
large amount, then the coupling capacitor is almost certainly 
leaky and should be replaced. On the other hand, if there is no ef¬ 
fect on the measured base voltage, the capacitor itself is probably 
not the source of the problem in the circuit. The defect must be 
collector-to-base leakage of some sort. 

Unfortunately, it takes a little more effort to trace a collector- 
base leakage problem because you must do some desoldering. 
Disconnect one end of the base resistor (R b ). It would probably be 
a good idea to check out the resistance of this component with an 
ohmmeter while it is disconnected. If this resistor has somehow 
changed value significantly, it could be the cause of the problem. 

To test the transistor for internal collector-to-base leakage, 
monitor the collector voltage (from the transistor’s collector to 
circuit ground). Now temporarily short together the base and 
emitter of the transistor. If the transistor is good, the collector volt¬ 
age should jump up to the full supply voltage. (Don’t be misled by 
any circuit resistances between the actual power supply and the 
transistor’s collector.) If the measured collector voltage with the 
emitter and base shorted is less than the expected supply voltage, 
then the transistor is internally leaky. Replace it. 

Dealing with noise pick-up 

If you are working in an area with very strong electromagnetic 
signals, such as radio waves, or if very high level signals are used 
in one part of the circuit you are working on, you might find your¬ 
self plagued with noise pick-up problems when you attempt to 
take measurements. The test probes and leads can act like an¬ 
tennas, picking up any strong nearby electromagnetic signal. 
Such unwanted signals also can sneak in through ac power lines. 

This unintentionally picked up noise signal will be added to 
the signal you are attempting to measure. If the interfering signal 
is quite strong and the signal you are trying to measure is small, 
the desired signal might be completely engulfed and lost in the 
noise. Obviously, you can’t get an accurate, or even a meaningful, 
measurement under such conditions. 
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Battery-powered test equipment tends to be somewhat less 
prone to such noise pick-up problems. When you encounter this 
type of trouble, switch over to battery power if possible. Discon¬ 
nect the ac adapter. This action will reduce line induced noise, 
which is one of the most common sources for this type of problem. 

If you must use ac power for your test equipment, or if 
switching over to battery power doesn’t sufficiently clear up the 
problem, try connecting a 0.1 /iF capacitor across the multi¬ 
meter’s input jacks. This solution usually will filter out the picked 
up noise signal quite well. For best results, use a polyester capaci¬ 
tor, or something similar. 
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Oscilloscope tests 

A TYPICAL SERVICE-TYPE OSCILLOSCOPE WILL NOT READ DC VOLTAGE, 
dc current, ac current, or even ac voltage—directly. (You can 
read ac voltage on a scope, but only by comparing the vertical 
deflection to the vertical deflection of a known ac voltage from a 
calibrator.) Despite this handicap, the scope is the handiest in¬ 
strument in the whole shop. It can do something no other instru¬ 
ment can—read signals. In one of the most simple tests—using a 
test probe to touch one point and then another in a circuit—the 
scope can immediately and definitely depict if a given stage has 
any gain. Because a lot of time is spent trying to locate certain 
stages with insufficient gain, the scope can be a real timesaver. In 
many cases, it is the only instrument that can give the necessary 
information. 

An ac voltmeter can determine the ac voltage in a circuit, but 
the scope is the only instrument that determines whether the 
voltage is hum, vertical sync, video, audio, or some other type of 
waveform. By comparison with a voltage standard (calibrator), it 
also depicts amplitude. 

Make gain checks with ease: feed in a test signal of the fre¬ 
quency normally used in the circuit and check the signal levels at 
the input and output of any amplifier stage. If you read a vertical 
deflection of 1 unit on the input and 8 units on the output, the 
stage has a voltage gain of 8. 

The scope is the closest thing to a really universal test instru¬ 
ment. It works with tubes, transistors, printed circuits, integrated 
circuits, or any other kind of circuitry with equal ease because it 
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reads signals, the one thing all circuits have in common. No mat¬ 
ter how a circuit is built or what voltages it uses, it handles 
signals—amplifies them, clips them, shapes them, or does some¬ 
thing to them — and you can check these actions with the scope. 
Use the scope in radio and TV work as often as the VOM or VTVM; 
it really speeds up the work. 

Let’s examine a few typical scope patterns—learn to recog¬ 
nize and interpret them. Like most tests, the important question 
isn’t “What have we here? ” but “What does it mean? ” As an ex¬ 
ample, consider the scope display shown in Fig. 5-1. 



Fig. 5 -1 An oscilloscope with sweep set-off frequency. 


Notice that the pattern height covers 12 small squares on the 
calibrated screen. The vertical deflection represents an ac signal, 
but the scope sweep is set off-frequency, so you can’t see the indi¬ 
vidual cycles of the signal. It could be a sine wave, square wave, or 
anything. 

This scope image can be used, however. Suppose you’re 
feeding an audio signal into the input of an amplifier and touch 
the probe to the circuit. If you see this pattern on the input of a 
stage (tube grid or transistor base), then move the probe to the 
output (tube plate or transistor collector) and see the same pattern 
(height and all), the stage has a gain of 1. 

What this gain signifies depends on what you’re testing. The 
scope reads voltage. If you are testing the preamplifier stage of a 
tube amplifier, this stage should have a very high voltage gain (up 
to 50). If, however, you are testing a transistor preamp stage, then 
a 1:1 voltage ratio might be perfectly normal. Such transistor 
stages often have a 1:1 voltage ratio, but a large current gain that 


www.engbookspdf.com 



































































Oscilloscope tests 111 


gives the required gain in signal power. For a voltage ratio of 
1:0.25, it’s trouble. 

If you are looking for distortion, you do need to see the in¬ 
dividual cycles. Feed in the signal and touch the probe to any 
point in the circuit where the signal can be seen (preferably at the 
input) so that you know what the test signal looks like before 
starting. Then adjust the scope’s horizontal sweep to see the indi¬ 
vidual cycles, as illustrated in Fig. 5-2. Adjust the sync-lock con¬ 
trol of the scope to stop the pattern. This is a fairly good sine-wave 
pattern, but you need to get a better look at the waveshape. To do 
so, spread it out a little by using a faster sweep or turning up the 
horizontal-gain control. 



Fig. 5-2 The oscilloscope's horizontal sweep control is adjusted to see the 
individual cycles. 


If the waveform shows distortion and you suspect there is 
signal clipping somewhere in the amplifier, trace the signal 
through the amplifier from the input until a pattern similar to the 
one shown in Fig. 5-3 appears. Figure 5-3 shows a decided clipping 
on one-half of the sine-wave signal. By checking the circuit, you 
can tell which part is most likely to cause this distortion. In cer¬ 
tain circuits, this could be the correct waveform. In a transistor 
class-B output stage, each transistor carries one-half of the sine- 
wave signal. If, however, the output at the speaker looks like 
Fig. 5-3, only one-half of the circuit is working, so look for trouble 
there. 

You can identify positive and negative halves of a sine wave. 
You only need to know which way the scope deflects on a posi¬ 
tive-going signal. Most scopes have a reversing switch that will 
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Fig. 5-3 This sine wave signal is severely clipped on one half<ycle. 


invert the pattern, and this switch must be in the normal position 
before the test. Hook a 1.5 V battery to the vertical input and see 
which way the beam jumps. Most service scopes are set up so a 
positive voltage makes the beam go up with the reversing switch 
in the normal position. In an ac-coupled scope, the beam will 
jump up or down and then come back to the original position. In 
dc-coupled scopes, the beam will be permanently deflected by a 
specific amount. 

By setting the switch so the positive voltage makes the beam 
deflect up, you can identify the positive and negative halves of the 
signal waveform. This ability is useful in the class-B transistor- 
output stages just mentioned. You also can find the zero line, the 
position where the beam rests when there is no signal input. By 
adjusting this position to the center line on the calibrated screen, 
you can see how much of a waveform is positive and how much is 
negative. 

It is not imperative for a scope pattern to be clear and sharply 
focused to be useful. In the horizontal-oscillator tests later you 
can use a pattern like the one shown in Fig. 5-4. What you are 
looking for in this case are horizontal sync pulses in a TV signal. 
The illustration shows three of them; the third is at the extreme 
right of the pattern. (Our scope sweep, therefore, is running at 
15,750 Hz divided by 3, or 5,250 Hz. Use this setting to make com¬ 
parison tests anywhere in the horizontal sweep circuits.) Don’t 
waste time trying to make picture-book patterns when all you 
need to know is the number of cycles of signal that can be seen on 
the scope. 
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Fig. 5-4 This oscilloscope display includes the horizontal sync pulses in a 
TV signal. 

Calibration for direct measurements 

The height of the pattern on the scope screen depends on the set¬ 
ting of the vertical gain control. A 2-inch pattern means nothing 
unless you have previously set the vertical gain for a 2-inch de¬ 
flection when a known voltage (1 V p-p or 10 V p-p) is applied to 
the input. One way to set the gain is with an external voltage cali¬ 
brator, which is just a tapped transformer with an accurate ac 
voltmeter connected across the output terminals. The scale on 
these meters is usually calibrated in rms, peak, and peak to peak 
voltage. A given deflection can be read as any one of three, de¬ 
pending on what you want it to mean in a particular test. Unless a 
special probe is used, a scope always displays a peak to peak volt¬ 
age. 

Many scopes have built-in voltage calibrators. Some have 
variable calibrating voltages with a volt-reading knob. Others 
have a regulated 1 V p-p output. By using the calibrated step at¬ 
tenuator, set the scope for 1V on the lowest (most sensitive) range 
and turn the attenuator to X10 and read 10 V for the same deflec¬ 
tion; to X100 and read 100 V for the same deflection; etc. Check 
the instruction book for your scope to see how this attenuator is 
marked. Some are marked in gain and others in attenuation. They 
do the same thing; the markings are just different. 

If you don’t have a scope calibrator, you can use any kind of 
variable ac voltage, measuring the value with an ac voltmeter (re- 
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member that the standard ac meter reads rms voltage). The fila¬ 
ment voltage of your tube tester is a very useful calibrator, since it 
runs from 1.1 V to 117 V. It, too, is in rms values, and you’ll have to 
use the conversion formula: 10 V rms = 14.14 V peak = 28.28 V 
peak to peak. If you want a very rough peak to peak measurement, 
just figure that the peak to peak is three times the rms voltage. 

As you go through the various scope tests to speed up elec¬ 
tronics servicing, the scope you will use mainly to answer these 
questions: “Is it there, or isn’t it; if it is there, how big is it?” 

Oscilloscope probes 

The purpose of any test is to discover what’s going on in a circuit. 
During a test, you don’t want to disturb the circuit any more than 
is absolutely necessary. Hence, we prefer the high-resistance 
VTVM to the VOM. A VOM could have as little as 40,000 Q input 
resistance (on a 2 V scale, 20,000 Q per volt). 

The most sensitive instrument in the average shop is the 
oscilloscope. Its normal input has a very high resistance— up to 
several megohms — and a very small shunt capacitance — only a 
few picofarads. The direct input of a scope can be used for many 
tests as is. It also can be used in any audio-frequency circuit, most 
video-frequency circuits, for ripple testing, etc. 

There are specialized probes to get information concerning 
special circuits — tuned circuits, very high resistance circuits, 
etc. — where a minimum of capacitance and a maximum of resis¬ 
tance is needed to keep from upsetting circuit conditions when 
test equipment is hooked up. These special probes have cylindri¬ 
cal housings with test tips of various kinds and are attached to the 
vertical input of the scope through well-shielded cables to keep 
them from picking up stray signals—for example, radiation from 
the horizontal-sweep circuit, hum, etc. The probe bodies usually 
are shielded as close to the tip as possible for the same reason, and 
the ground lead is usually kept very short and attached directly to 
the probe body. 

Low-capacitance probe 

The low-capacitance probe is perhaps the most popular of the spe¬ 
cialized probes. Figure 5-5 shows the schematic of a typical unit. 
Notice that there are actually two capacitors in series in the input. 
The 0.05 jl F serves mostly as a dc blocking capacitor. Low-capaci¬ 
tance probes are used at high frequencies, and the series reac- 
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Fig. 5-5 This low-capacitance probe is probably the most popular type of 
specialized oscilloscope probe. 


tance of a 0.05 juF capacitor is so low at such frequencies that you 
usually can neglect it. The capacitor that counts is the little 9 pF 
unit shunted across the 1.8 M resistor. 

This capacitor, in series, actually forms an ac voltage divider 
with the input capacitance of the scope. The size of the capacitor 
and the value of the cable capacitance are so proportioned that 
the probe has a 10:1 step-down ratio; it is called a divider probe. 
Therefore, if you see a 1 V peak to peak deflection on the scope, 
the actual signal voltage is 10 V p-p. 

The little trimmer capacitor shown above the resistor is used 
to make fine-tuning adjustments of the total probe series capaci¬ 
tance in order to match it exactly to the input capacitance of the 
scope itself and to the cable capacitance. Proper matching is 
needed to obtain the right division ratio and to sharpen the high- 
frequency response. The resistors used here are all big ones, and 
their exact values are not usually crucial. 


Detector probe 

The detector probe seems to be next in popularity. A scope won’t 
show the modulation of a radio-frequency signal until it has gone 
through the set’s detector circuit—the video detector in TV sets, 
the second detector in radio receivers, etc. If you need to read the 
signal level, modulation, etc., of a TV or radio signal in the IF 
stages, tuner, and other circuits ahead of the detector, you must 
provide your own detector. Figure 5-6 shows schematics of two 
detector probes. Of them, the shunt type seems to be used most 
often, but either one will work. All they do is demodulate the sig¬ 
nal so that you can see what’s happening to it in the stage under 
test. 
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Each probe consists of a crystal-detector diode, with a couple 
of resistors and capacitors. For safety’s sake, a dc blocking capaci¬ 
tor usually is placed between the diode and the probe tip in case 
you should accidentally touch a high-voltage point in the circuit. 
A voltage of 200 to 300 V dc wouldn’t do a 1N64 diode much good. 

You can use a detector probe for signal tracing through the 
video IF of a TV set if you feed in an AM signal. The special tests 
you can make with this type of probe are explained as we go along. 
There are also voltage-doubling probes with two diodes, but most 
detector probes are simple half-wave rectifiers. The type of cir¬ 
cuit used is usually marked on the probe body. 

Resistive-isolation probe 

There’s one more specialized probe: a resistive-isolation type. It is 
a resistor, somewhere around 50,000 Q, mounted in a probe body. 
This probe is used in some tuner tests, video-amplifier tests, etc., 
so you get a little more resistance and can isolate the scope’s input 
capacitance from the circuit as much as possible. 

Direct probe 

The direct probe is just what it says: the wire from the vertical 
input of the scope comes straight through the probe body to the 
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tip. The body of the probe is, or certainly should be, well shielded 
as close to the tip as possible to hold the pickup of stray signals to a 
minimum. 

Triggered and gated sweep 

The horizontal (X-axis) and vertical (Y-axis) signals in an oscillo¬ 
scope must be synchronized, or the display will be a hopelessly 
indecipherable muddle. Most early oscilloscopes, and some low- 
cost modern oscilloscopes, use a synchronization method called 
recurrent sweep. A free-running oscillator built into the oscillo¬ 
scope’s circuitry generates the sawtooth-wave (or ramp wave) 
sweep signal. The Q2 of this sweep signal is manually adjusted 
until a stable display is achieved, indicating that the sweep has 
been properly synchronized—certainly the most direct and obvi¬ 
ous way to accomplish the task. 

The recurrent-sweep method of synchronization is func¬ 
tional, and it has the advantage of being easy and inexpensive to 
implement. It is, however, extremely limited for much practical 
use. It is very difficult, and in some cases impossible, to change the 
beginning trigger point of the display to view a specific portion of a 
long waveform. It is also very difficult to determine precisely the 
actual period of the sweep signal when recurrent sweep is used 
because the sweep frequency is actually altered to achieve 
synchronization. This alteration will inevitably throw off any 
frequency or timing measurements you attempt to make with the 
oscilloscope. 

Recurrent synchronization also won’t work for displaying 
transient or aperiodic signals, such as an occasionally activated 
switching voltage. Long before you can adjust the sweep fre¬ 
quency control for proper synchronization of the display, the sig¬ 
nal of interest will be long gone. 

For these reasons, among others, the simple and “obvious” 
approach of sweep synchronization is rarely used in modern 
oscilloscopes beyond a few of the simplest bottom-of-the-line 
models intended primarily for beginning hobbyists and experi¬ 
menters. 

A much better approach to oscilloscope synchronization is 
known as triggered sweep. Instead of a free-running sawtooth- 
wave oscillator, a triggered-sweep oscilloscope uses a one-shot 
(timer) circuit with a ramp output. One complete ramp cycle is 
generated each time the one-shot circuit is triggered. If there is no 
trigger signal, no ramp cycle will be generated. 
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The time period of this ramp can be set with a single control. 
On most, but not all, oscilloscopes, this control is labeled volts/ 
div (volts per division), or something very similar. 

Notice that the actual time period of the ramp is not affected 
by the trigger signal in any way. The trigger is just used to deter¬ 
mine when the ramp’s timing period will begin. If, for example, 
the volts/div control is set to give a ramp period of 1 second, but 
the trigger pulses come every 1.5 second, the result will be a 1-sec¬ 
ond ramp, followed by a 0.5-second pause before the next 1-sec¬ 
ond ramp begins. This is a very extreme example for purposes of 
illustration. 

The triggering can be synchronized to any point in the input 
wave cycle or to a discrete, one-shot event of some sort. Thus, the 
display can begin at any desired instant. This type of synchroni¬ 
zation usually is offered in two selectable modes: automatic 
synchronization (auto sync), and normal synchronization. 

Somewhat curiously, considering the names used for these 
two synchronization modes, the automatic synchronization 
mode is more commonly employed in practical electronics work 
than the so-called normal synchronization mode. 

In automatic synchronization, the sweep signal is triggered 
each time the input signal (being monitored) passes through a 
baseline reference point. This point usually will be 0 V, but it can 
be adjusted to account for any dc voltage offsets. In this mode, a 
trace is displayed at all times, whether an input signal is present 
or not. This feature makes this mode particularly useful for moni¬ 
toring weak signals with an a amplitude that is too low for reliable 
direct triggering. 

In the normal synchronization mode, the sweep ramp is trig¬ 
gered after the input signal passes through a specific preset volt¬ 
age. There is no imaginary baseline reference, as in the automatic 
synchronization mode. Therefore, it is important that the vertical 
(input) waveform crosses this preset level, or the sweep circuit 
will not trigger. 

On most oscilloscopes, a level control can be used to shift the 
voltage of the triggering point above or below the nominal 0 V 
level, permitting even negatively biased waveforms to properly 
trigger the sweep circuit. In a dual-trace oscilloscope (refer to 
chapter 1), the trigger can be taken from either channel A or 
channel B, or it can alternate between the two. 

Another type of synchronization used in some oscilloscopes 
is called line-sync triggering, in which the sweep waveform is 
triggered by the 60 Hz power line. Obviously, this type of 
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synchronization is only suitable for fairly low-frequency signals 
that are time-related to the standard ac power line frequency. 

Many modern oscilloscopes also permit external triggering. 
With this option, an external trigger signal (which can be almost 
anything) is used to drive the oscilloscope’s one-shot circuit to 
generate the sweep ramps at the appropriate times. The fre¬ 
quency of this trigger signal should be related harmonically to (a 
whole number multiple of) the signal to be displayed, or the oscil¬ 
lator will be out of sync and the oscilloscope’s screen will just dis¬ 
play a lot of meaningless garbage. 

Measuring dc voltages 
with an oscilloscope 

The oscilloscope is designed primarily for the measurement and 
analysis of ac voltages, but it can be used to measure dc voltages, 
as well. Generally speaking, it is usually more convenient and 
more accurate to use a multimeter to take dc readings, but occa¬ 
sionally when you are working with an oscilloscope, you’ll find 
that you need to make a quick check of a dc voltage or two. In this 
case, it might be less trouble to just use the oscilloscope, rather 
than switch over to a different test instrument in midstream. 

Throughout the remainder of this chapter, assume that all 
tests are performed on a single-trace oscilloscope, unless other¬ 
wise noted. All dual-trace oscilloscopes can be used as if they 
were single-trace scopes. Many, if not most, of the single-trace 
tests can be performed just as well in the dual-trace mode. The 
only real difference is the position of the zero baseline on the dis¬ 
play screen. For a single-trace oscilloscope there is just one base¬ 
line, and it is usually positioned halfway down the CRT screen. 

To measure a dc voltage with an oscilloscope, you must use 
the automatic synchronization mode. You’ll get no display at all 
in the normal mode. An oscilloscope with recurring sweep or 
line-sync triggering also will work for dc voltage measurements. 

Before making a voltage measurement with an oscilloscope, 
first check to make sure the zero baseline is exactly where you 
think it is. Manual controls are provided to move this baseline in 
either the positive or negative direction. If you think the zero 
baseline is at the center of the screen, but it has actually been off¬ 
set downward 1.5 squares, you obviously won’t get accurate volt¬ 
age readings. 

First, calibrate the offset control with no signal applied to the 
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oscilloscope’s test probe. For the cleanest, most noise-free adjust¬ 
ment, it is usually helpful to ground the test probe while calibrat¬ 
ing the offset. You should see a straight, featureless line across the 
width of the CRT screen. This is the zero baseline. Adjust the 
oscilloscope’s offset control until the displayed baseline is right on 
the centermost grid line of the CRT screen. You are now ready to 
make the dc voltage measurement. 

Connect the ground clip of the test probe to the circuit ground 
or common point (0 V reference) of the circuit under test. Then 
touch the probe tip to the desired test point within the circuit. If a 
voltage is present, the displayed line will jump up or down from 
the center line. Assuming the signal is a pure dc voltage, it will 
still be a straight, featureless horizontal line. It has simply been 
displaced in the vertical dimension by a specific amount propor¬ 
tionate to the voltage value. If the displayed line has moved up¬ 
ward from the baseline position, then you have a positive dc volt¬ 
age; if the displayed line has moved downward from the baseline 
position, then you have a negative dc voltage. 

To determine the magnitude of the signal voltage, simply 
count the number of division lines between the displayed signal 
line and the original center line (baseline). If the displayed line is 
not exactly on a grid line (and it rarely will be), estimate how 
much of a division is included—one-half, one-third, or what¬ 
ever. Then look at the setting of the volts-per-division control on 
the oscilloscope’s front panel. Multiply the number of grid divi¬ 
sions you counted by the volts-per-division factor. That is: 

V in = DIV X ^ 

For example, let’s say the displayed line is 2.5 divisions above 
the baseline, and the volts/div control is set for 0.5 V/division. 
In this case, the monitored voltage has a value of approximately: 

V ln = 2.5 X 0.5 
= 1.25 V 

Here’s another example. Let’s say the displayed line is 3.75 
divisions below the baseline. Since it is below the original base¬ 
line, you know you are dealing with a negative voltage. This time 
the volts/div control is set for 10 V/division, so the monitored 
voltage this time is equal to: 

V ln = -3.75 X 10 
= -37.5 V 
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The accuracy of such dc voltage measurements obviously is 
limited by how well you can determine the fractions of divisions 
included in the measurement. For maximum accuracy, use the 
smallest V/division setting that will leave the signal on the read¬ 
able portion of the CRT screen. If the signal voltage is too large for 
the V/division setting, the displayed line will be “drawn” above 
or below the edges of the screen and you won’t be able to see it. No 
harm will be done to the oscilloscope itself under such conditions, 
unless the voltage is very large, exceeding the instrument’s maxi¬ 
mum specifications. 

Measuring ac voltages 
with an oscilloscope 

The oscilloscope was designed primarily to work with ac wave¬ 
forms, but the procedure for measuring an ac voltage is basically 
very similar to that for measuring a dc voltage. With ac voltages, 
however, the oscilloscope’s graphic display offers a lot of addi¬ 
tional information. For the time being, we will just concentrate on 
the signal’s amplitude, or the ac voltage. 

When you are measuring ac voltages and are calibrating the 
offset control, make sure the oscilloscope is set for the automatic 
synchronization mode. Once the offset control has been properly 
adjusted so that the no-signal baseline is displayed on the center- 
most grid of the oscilloscope’s screen, you can switch the instru¬ 
ment’s mode control to the normal synchronization mode if that 
is suitable for the particular tests you intend to run. 

Connect the ground clip of the test probe to the circuit com¬ 
mon or ground (0 volt) point of the circuit under test. Then touch 
the probe tip to the desired connection point within the circuit. If 
an ac voltage is present, a waveform will be displayed on the CRT 
screen. At this point, you might see one or two cycles of the wave¬ 
form (the sweep frequency is correctly set); you might see just 
part of a waveform cycle (the sweep frequency is too low); or you 
might see a multitude of cycles crammed too close together to be 
decipherable (the sweep frequency is set too high). Since all we 
are interested in is the amplitude of the signal, the details of the 
waveform aren’t too important. You should, however, make sure 
you have at least one complete cycle displayed on the CRT screen. 
Adjust the time/div control if necessary. At this stage, you don’t 
have to worry about setting this control precisely. 

Usually, the displayed waveform is centered around the no¬ 
signal baseline. In some cases, however, you might find the base- 
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line of the ac waveform is shifted up or down the screen. 
If this happens, the ac signal you are measuring is riding on a dc 
offset voltage. First measure the dc voltage as described in the pre¬ 
ceding section. (Ignore the ac waveform. All you are interested in 
is the central baseline of the ac signal and the amount it has 
shifted from the original calibration (no-signal) position.) Once 
this is done, you might want to readjust the oscilloscope’s offset 
control to center the ac waveform on the screen. 

To determine the magnitude of a test voltage, count the num¬ 
ber of division lines covered by the displayed waveform. If this 
waveform does not cover an exact whole number of divisions 
(which is usually the case), estimate how much of a practical divi¬ 
sion is included within the range of the waveform. Then, look at 
the setting of the V/division control of the oscilloscope. Multiply 
the number of divisions you counted by the volts-per-division 
factor. 

Of course, with an ac waveform, the instantaneous voltage is 
changing continuously over time. At what point in the cycle do 
you measure the voltage? 

One obvious approach is to measure the peak value of the ac 
waveform — when the signal is at its maximum distance from the 
baseliner. This value is often easiest to see when the sweep fre¬ 
quency is set so a great many cycles are displayed at once and the 
details of the waveform are obscured, as illustrated in Fig. 5-7. 
However, you can also easily find the peak level when just one or 
two cycles are displayed with clear detail, as shown in Fig. 5-8. 
The peak voltage is measured from the center baseline, which 
represents the 0 V reference point. 



Fig. 5-7 The peak voltage of an ac signal is often easiest to see when many 
cycles are displayed with the details obscured. 

Although a peak measurement is quite useful for certain 
purposes, such as determining the absolute maximum ratings of a 
component or a circuit, this type of measurement is somewhat 
misleading. As an example, let’s say the sine wave in Fig. 5-8 
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Fig. 5-8 When just one or two cycles are displayed, the peak voltage is the 
maximum deflection from the zero line. 

reaches a maximum (peak value) of 10 V. Notice that the signal 
line is never farther than 10 V from the baseline, although for 
much of the cycle, there is less displacement than this maximum. 

Because the sine wave is symmetrical around 0 (the base¬ 
line), it also has a negative peak of—10 V. This is the maximum 
deflection below the baseline. Some complex waveforms might 
have unequal positive and negative peak voltages. 

Obviously, to say we have 10 V ac is rather misleading be¬ 
cause the signal voltage actually reaches the full 10 V for only a 
brief instant during each cycle. The rest of the time the actual in¬ 
stantaneous signal voltage is less than 10 V. This ac signal will be 
considerably weaker and won’t be able to do nearly as much work 
as a 10 V dc signal. Also, common electronics calculations like 
Ohm’s law won’t work with peak values. 

Because the signal voltage varies between a +10 V positive 
peak and a —10 V negative peak, there is a 20 V difference be¬ 
tween the two peaks. That is, the signal voltage varies over a 20 V 
range. Therefore, we can say that this magnitude of the signal is 
20 V peak to peak. Again peak-to-peak measurements are some¬ 
times useful for certain purposes, but it would be very misleading 
to say that we have 20 Vac. Clearly, this signal wouldn’t come 
close to being comparable to a 20 Vdc signal. 

It might seem logical that you could take an average of the in¬ 
stantaneous values passed through the complete cycle and come 
up with a meaningful average voltage. Unfortunately, with a sym¬ 
metrical waveform like the sine wave, you wouldn’t get a useful 
result at all. The positive portion of the cycle is a mirror image of 
the negative portion. For every positive instantaneous voltage, 
there will be an equal negative instantaneous voltage. All the in¬ 
dividual values will cancel each other out, leaving you with an 
average value of 0, regardless of the amplitude of the ac signal. 
Clearly, this is the most useless type of voltage measurement. 

A reasonable'compromise for symmetrical waveforms is to 
use only half the complete cycle — either the positive portion or 
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the negative portion—and take the average of that. This mea¬ 
surement can be rather tedious to work out, but it has been 
proven mathematically that the average value of a sine wave 
always works out to 0.636 times the peak value. (This does not 
work for any other waveform. It is true for sine waves only.) So, in 
our example, if the peak voltage is 10 V, then the average voltage 
is: 


Vac Q = V p X 0.636 
= 10 X 0.636 
= 6.36 Vac a 

where Vac Q is the average ac voltage, and V p is the peak voltage. 

Conversely, if you know the average value of an ac signal 
(sine waves only) and need to find the peak voltage, you can mul¬ 
tiply the average voltage times 1.572327. For most practical elec¬ 
tronics work, this can usually be rounded off to 1.57, or even 1.6. 

Although the average voltage does give you a fair idea of how 
much voltage is being passed through the circuit, you still must 
remember that common electronics equations like Ohm’s law 
don’t hold true with this type of value. As a result, many circuit 
design calculations are difficult, or even impossible, to perform. 
What you really need is a way to express the ac voltage in terms 
that can be compared directly to equivalent dc voltage. In other 
words, you want 10 Vac to cause the same amount of heat dissipa¬ 
tion in a given resistor as 10 Vdc. 

You can find such an equivalent value by taking the rms of 
the sine wave. The mathematics involved are rather complex, but 
as long as you are working with sine waves only, it has been dem¬ 
onstrated that the rms value works out to 0.707 times the peak 
value. This is not true for other waveshapes. 

For example, we have an ac voltage of: 

Vac rma = V p X 0.707 
= 10 X 0.707 
= 7.07 Vac (rms) 

The rms value is the one most commonly used in the majority of 
practical ac measurements. By use rms values, Ohm’s law and 
other important calculations can be used in exactly the same way 
as in dc circuits. 

It is very important to realize that these equations hold true 
only if the ac waveform is a sine wave. You won’t get correct re¬ 
sults with other waveshapes. For comparison purposes, however, 
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most non-sine-wave ac signals can be measured as if they were 
sine waves. You won’t get strictly accurate results, but they usu¬ 
ally will be close enough for most practical electronics work. 

For example, a schematic might indicate that a square wave 
signal at a certain point in the circuit should measure 12 Vac rms. 
The original reference measurement was probably made with a 
standard ac voltmeter, calibrated for sine waves. If you measure 
the signal with a similar meter or use an oscilloscope and take 
0.707 of the measured peak voltage, you should get a value of 
about 12 V, too. This compromise sidesteps the need to recalibrate 
all ac test equipment every time the waveshape changes, or to 
perform complicated mathematical calculations for every mea¬ 
surement. 

You can even get a rough idea of j ust how far off the measured 
values will be when you use an oscilloscope. The closer the 
waveshape in question is to a sine wave, the more accurate the 
measurement will be. 

For your convenience, the various ways to measure the am¬ 
plitude of an ac (sine wave) signal are compared in Table 5-1. 
These same relationships hold true for ac currents, as well as ac 
voltages. 

Table 5-1 The amplitude 
of an ac (sine wave) signal 
can be measured in various ways. 


RMS 
RMS 
Average 
Average 
Peak 
Peak 
Peak 
Peak to peak 


= 0.707 X peak 
= 1.11 X Average 
= 0.9 X RMS 
= 0.636 X peak 
= 1.41 X RMS 
= 1.57 X Average 
= 0.5 X peak-to-peak 
= 2 X Peak 


Peak to peak = 2.82 X RMS 
Peak to peak = 3.14 X Average 


Measuring frequency 
with an oscilloscope 

The oscilloscope is not just a glorified voltmeter. It also can be 
used to measure the frequency of any periodic ac waveform. 

The first step in measuring frequency with an oscilloscope is 
to adjust the sweep frequency and the scope’s trigger controls to 
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get a clear, stable display of the monitored waveshape. The sweep 
control on most modern oscilloscopes is calibrated with time-per- 
division markings. For example, a time base of 2 mS (0.002 sec¬ 
ond) per division can be selected, in which case it will take the 
oscilloscope 2 mS to draw the trace from one vertical grid division 
line to the next. 

The next step is to count the number of vertical divisions on 
the oscilloscope’s screen from the beginning of one complete 
cycle to the beginning of the next. It is helpful if you can adjust the 
sweep frequency so one complete cycle of the displayed signal 
covers a whole number of divisions, but at times you might need 
to estimate the partial division left over at one end or the other— 
one-half, one-third, or whatever. 

As an example, let’s say one cycle of the displayed waveform 
covers about 4.3 divisions. Multiply this number by the timebase 
time-per-division value to get the overall time period of the mea¬ 
sured signal’s cycle: 


T = D X t d 

where D is the number of vertical divisions, and t d is the time-per- 
division setting of the oscilloscope’s sweep control. In our exam¬ 
ple, this works out to approximately: 

T = 4.3 X 0.002 
= 0.0086 second 
= 8.2 mS 

Finally, to find the actual signal frequency, take the recipro¬ 
cal of the time period of one complete cycle. That is, divide 1 by 
the time period: 



DXt d 

The time period must be in seconds for this equation. 

For our example, we find that the signal frequency works 
out to about: 


F 


_ 1 
0.0086 
= 116.3 Hz 
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These frequency equations can be used for any periodic (repeat¬ 
ing cycle) ac waveform. Since the pattern is continuously repeat¬ 
ing, you can select any convenient point as the “beginning” of a 
cycle, as long as you are consistent from cycle to cycle. Usually, it 
is most practical to assume the nominal beginning point of the 
cycle is the point where the signal crosses the baseline (zero), 
moving in the positive direction. Be careful, though. Some com¬ 
plex waveforms might cross back and forth through the baseline 
more than once per cycle. An example is shown in Fig. 5-9. 

You can use the same basic procedure described here to de¬ 
termine the timing of an aperiodic (one-shot) electrical event, 
such as a change in a switching voltage. 



Fig. 5-9 Some complex waveforms might cross back and forth through the 
baseline more than once per cycle. 

Analyzing distortion with an oscilloscope 

Because an oscilloscope permits the electronics technician to di¬ 
rectly view the waveshape of the signal being monitored, any dis¬ 
tortion of a known waveform can be spotted easily. Distortion, by 
definition, involves any undesired change in a waveform. If the 
waveform displayed on an oscilloscope doesn’t look the way it is 
supposed to look, the monitored signal is presumably being dis¬ 
torted somewhere along the line. Note: often improper test proce¬ 
dures can make the displayed waveform look distorted, even 
though the signal actually passing through the circuit under test 
is fine. 

Distortion is often the primary cause of malfunctions in elec¬ 
tronic equipment. If the circuitry cannot recognize a control sig¬ 
nal because of excessive distortion, it won’t be able to respond 
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correctly. Of course, distortion is highly undesirable in audio ap¬ 
plications, such as in amplifier circuits. 

Harmonics 

To get a better idea of distortion and its effects, you will need to 
understand the concept of harmonics. Most waveforms, with the 
exception of a pure sine wave, are composed of multiple- 
frequency components. 

The nominal base frequency of any waveform is called the 
fundamental frequency. This is the basic cycle repetition rate of 
the waveform. Except for the sine wave — which consists of the 
fundamental frequency, and nothing else — all ac waveforms in¬ 
clude some higher frequency components above the fundamental 
frequency. These components are usually, although not always, 
significantly lower in amplitude than the fundamental fre¬ 
quency. The amplitude normally continues to decrease as the sig¬ 
nal components increase in frequency; that is, as they become 
farther removed from the fundamental frequency. 

These frequency components above the fundamental fre¬ 
quency are sometimes called overtones. This term comes from 
acoustic theory, but it is often applied to electrical and electro¬ 
magnetic signals well outside the limits of the audible spectrum. 

For most ac waveforms, especially true periodic waveforms, 
these overtones are exact whole number multiples of the funda¬ 
mental frequency. This type of overtone is called a harmonic. 
Some waveforms do include overtones that are not exact whole 
number multiples of the fundamental frequency. These irregular 
overtones are called enharmonics. Any waveform that contains 
enharmonics will inevitably change its waveshape at least a little 
from cycle to cycle. 

Common electronic waveforms used for testing purposes are 
almost always truly periodic and contain no enharmonic content. 
Therefore, this discussion will concentrate solely on harmonics. 

The fundamental frequency component of a complex wave¬ 
form can be thought of as a simple sine wave. Each successive 
harmonic is like an additional sine wave at a higher frequency 
that is an exact whole number multiple of the fundamental fre¬ 
quency. 

As an example, let’s consider a signal with a fundamental 
frequency of 350 Hz. Possible harmonics that might be included 
in this waveform are as follows: 
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350 Hz 

fundamental 


700 Hz 

2nd harmonic 

2 X fundamental 

1050 Hz 

3rd harmonic 

3 X fundamental 

1400 Hz 

4th harmonic 

4 X fundamental 

1750 Hz 

5th harmonic 

5 X fundamental 

2100 Hz 

6th harmonic 

6 X fundamental 

2450 Hz 

7th harmonic 

7 X fundamental 

2800 Hz 

8th harmonic 

8 X fundamental 

3150 Hz 

9th harmonic 

9 X fundamental 

3500 Hz 

10th harmonic 

10 X fundamental 


and so forth. This series can be continued indefinitely. Generally 
speaking, the higher the harmonic, the weaker its amplitude, so 
you often can simplify matters by ignoring any harmonic content 
above some reasonable cut-off point. Any harmonics above this 
point are considered to have too weak an amplitude to make a 
substantial impact on the noticeable characteristics of the wave¬ 
form. 

Not all waveforms contain all the possible harmonics. As al¬ 
ready mentioned, a sine wave (shown in Fig. 5-10) consists of just 
the fundamental frequency. It has no harmonic content at all. 
Any harmonic content in a sine wave is a form of distortion. 


Fig. 5-10 A sine wave 

consists of just 
the fundamental 
frequency, with 
no harmonic 
content. 



A sawtooth wave, like the one illustrated in Fig. 5-11, con¬ 
tains all the available harmonics at relatively high amplitudes, in 
addition to the fundamental frequency. 

A square wave, like the one shown in Fig. 5-12 consists of the 
fundamental frequency and only the odd harmonics. All the even 
harmonics (second, fourth, sixth, etc.) are omitted from this 
waveform. For example, a 350 Hz square wave would have the 
following harmonic make-up: 


Hz Harmonic 

350 fundamental 
1050 3rd harmonic 
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Fig. 5-11 A sawtooth wave Fig. 5-12 A square wave has all 

contains all the the odd harmonics, but 

harmonics at relatively no even harmonics, 

high amplitudes. 

1750 5th harmonic 

2450 7th harmonic 

3150 9th harmonic 

and so forth. (The square wave is particularly useful as a test sig¬ 
nal for an oscilloscope, so it will be covered in detail in the next 
section of this chapter.) 

A triangle wave, shown in Fig 5-13, has the same harmonic 
content as a square wave — that is, the fundamental frequency, 
and all odd harmonics, but no even harmonics. The difference be¬ 
tween a square wave and a triangle wave is the relative amplitude 
of the harmonics. In a square wave, the harmonics are very 
strong; in a triangle wave, they are very weak and often can be 
considered negligible. Sometimes a triangle wave is used in place 
of a true sine wave, when some harmonic distortion (the har¬ 
monic content of the triangle wave) can be reasonably tolerated. 



Fig. 5-13 A triangle wave 
has the same 
harmonic content 
as a square wave, 
but at much 
lower amplitudes. 


Types of distortion 

When distortion occurs, the appearance of the displayed wave¬ 
form on your oscilloscope’s screen will be altered in some way. 
The effects of distortion are usually quite easily visible on an 
oscilloscope. 

There are a number of different types of distortion. Some 
forms of distortion will show up better on certain waveforms than 
on others, which is why more than one waveform is used in elec¬ 
tronics testing. Probably the two most generally useful types of 
waveforms for distortion testing with an oscilloscope are the sine 
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wave and the square wave (discussed in the next section of this 
chapter). 

Several possible reasons why a waveform might be distorted 

are: 

• One or more harmonics (a specific frequency range) might 
be attenuated more (or boosted less) than the rest of the 
waveform. 

• One or more harmonics (a specific frequency range) might 
be boosted more (or attenuated less) than the rest of the 
waveform. 

• New harmonics or enharmonics are being added to the sig¬ 
nal from some undesired source, such as RF pick-up, signal 
leakage, or clipping. 

Figure 5-14 shows a sine wave with severe clipping on its pos¬ 
itive peaks. Notice that the top of this waveform is flattened. Such 
clipping is usually an indication that the signal is too strong for the 
circuit being tested. The circuit in question doesn’t have suffi¬ 
cient power to reproduce the peaks of the signal. Clipping may 
show up on the positive peaks, as shown in the figure, or on the 
negative peaks, or both. When a signal is clipped, it more closely 
resembles a square wave, implying that strong odd-order har¬ 
monics are being added to the signal. 


Fig. 5-14 


This sine wave is 
severely clipped 
on its positive 
peaks. 



In practical electronics work, most cases of clipping will be 
much less severe than this example. A particularly severe case of 
clipping is shown to make the effect as visible and obvious as pos¬ 
sible. 

Incidentally, when clipping occurs on a square wave, the 
only major effect is a reduction in the signal’s amplitude. The 
clipped waveform is still a perfectly good square wave. 

Figure 5-15 illustrates another common form of distortion: a 
sine wave being distorted by severe overshoot. This might be an 
indication of miscalibration somewhere in the circuit under test. 
A less common, but still possible, cause of this display signal could 
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be miscalibration of the oscilloscope itself. That is, there is noth¬ 
ing wrong with the circuitry being monitored or its signals; the 
only problem is in faulty testing. Yet another possibility to con¬ 
sider is that the sine wave is picking up a spike or pulse signal of 
the same frequency from elsewhere in the circuit. If the spikes, or 
other distortion artifacts, show up at regular intervals, but not at 
the same point in each displayed circle, it means there is an inter¬ 
fering signal that does not have the same frequency as the desired 
signal. 

Note that in some circuits, a displayed waveform like the one 
shown in Fig. 5-15 might not indicate any problem at all. Some¬ 
times one signal rides on (or modulates) a second signal. It is 
always important to know what the monitored signal is supposed 
to look like at that point in the circuit before you draw any con¬ 
clusions. 

In waveforms with straight edges—such as sawtooth waves, 
triangle waves, and square waves—make sure that the straight 
edges are, in fact, straight. Any curvature is an indication of dis¬ 
tortion in the signal. (This may or may not indicate an actual 
problem, depending on the purpose of the circuit being tested.) 

Undesired curvature of the straight edges of a waveform 
might be the fault of the circuit being monitored, or it may be 
caused by the oscilloscope itself or its test probe. An uncalibrated 
test probe can easily cause this sort of problem. 

Isolating signal distortion 

When you are attempting to isolate the source of any type of signal 
distortion, a dual-trace oscilloscope can be very helpful. (Refer to 
chapter 1 for more information on dual-trace oscilloscopes.) With 
this kind of test instrument, you can simultaneously monitor the 
input and output signals for any given circuit or subcircuit, mak¬ 
ing any differences very easy to see and compare. 
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It is usually best to set the oscilloscope’s volts-per-division 
controls so that both signals are displayed at the same size (the 
same apparent amplitude). In other words, deliberately neutral¬ 
ize the effects of any overall signal amplification or attenuation 
occurring in the circuit stage. This way you won’t be misled by 
differences in the overall signal amplitudes. It will be easier to 
spot minor differences between the two waveforms if they are the 
same basic size. 

In some cases, it might be useful to bring the two (equal dis¬ 
play amplitude) signals together on the oscilloscope’s display 
screen by moving their baselines until they are overlapping. Any 
difference between the two signals often will stand out very 
noticeably under such circumstances. 

Remember that some circuits are designed purposely to 
change the waveshape between the input and the output—that 
is, the two displayed signals aren’t supposed to look alike. You 
must know what the circuit under test is supposed to be doing be¬ 
fore you can draw any meaningful conclusions. 

For example, switching circuits often deliberately clip non¬ 
square-input signals for cleaner and more reliable switching. 
Filter circuits, by definition, change the amplitude of some fre¬ 
quency components, but not others. This means the harmonic 
content of the test signal will be altered, which is bound to have 
an effect on the displayed waveform. Any modulation system 
combines two or more separate signals into a new, more complex 
signal. 

There are many other possible examples of such deliberate 
distortion. If the output signal doesn’t resemble the input signal, 
that doesn’t necessarily mean there is any problem in the circuit 
being tested. The technician must know what he is looking for in 
each case when working with electronic circuits using an oscillo¬ 
scope. 

Square-wave testing 

A square-wave signal is more than a sine wave with the tops and 
bottoms clipped, although this is the way many commercial sig¬ 
nal generators make them. Mathematically, a true square wave is 
a signal of periodic recurrence made up of an infinite number of 
odd harmonics of the fundamental frequency. You can make 
complicated scientific tests with square waves if you want, but 
there’s one test you can do with no math involved. 
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If a good square wave, such as the one in Fig. 5-16, is fed into 
an amplifier and the output is a signal that looks anything like the 
original, it is a good amplifier. The first thing to do is check the 
frequency response of the scope by feeding the square-wave sig¬ 
nal directly into the vertical amplifier. If your scope shows signs of 
tilt on the tops and bottoms of the square waves or any other trou¬ 
bles, you can switch the vertical amplifier off and feed the signal 
directly to the vertical-deflection plates. Most scopes have provi¬ 
sions for doing so. You can always have a good-sized signal at the 
output of an amplifier under test, so you’ll get plenty of vertical 
deflection without using the amplification of the scope. Inciden¬ 
tally, a square-wave signal is also useful for finding horizontal 
nonlinearity and other troubles in the scope amplifiers. 



Fig. 5-16 An oscilloscope display of a good square wave signal. 


In the waveform of Fig. 5-15, all you see are the tops and bot¬ 
toms of the signal. The vertical lines aren’t visible because they 
rise and fall too fast to register. This is the sign of a good square 
wave (and also a fairly good scope amplifier, even if it is just a ser¬ 
vice-type scope). However, even if the vertical lines are visible on 
your scope, it doesn’t matter. What does matter is the distortion 
that might be added to the square-wave signal on its way through 
the amplifier being tested; all you need to do is compare the input 
and output signals to evaluate the amplifier’s performance. 

For instance, if the square wave at the output of the amplifier 
looks like Fig. 5-17, then the amplifier has poor low-frequency re¬ 
sponse. Poor high-frequency response shows just the opposite re¬ 
action; the tops of the waves slant up toward the right. 

If you feed in a good square wave and get something out like 
Fig. 5-18, the amplifier is differentiating the square pulses (mak¬ 
ing spikes out of them), usually because of a load resistor that has 
gone down in value or an open capacitor, etc. 
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Fig. 5-17 A circuit with poor low-frequency response distorts a square- 
wave signal like this. 
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Fig. 5-18 This scope trace reveals that the circuit being tested is differen¬ 
tiating the square-wave pulses. 


The type of distortion seen in Fig. 5-19 could be caused by a 
leaky coupling capacitor, a load resistor that has fallen off in 
value, incorrect bias, etc. This basic pattern also can be found in 
push-pull circuits where the two halves aren’t balanced. Note 
that the top halves of the wave differ from the bottom. This situa¬ 
tion always indicates an imbalance somewhere. 

Don’t be too critical. If your output waveform is a reasonable 
duplicate of the input, take it and be happy. An amplifier that 
could reproduce a perfect square wave in the output from a 
square-wave input of 1,000 Hz would need a bandwidth of more 
than 20,000 Hz. Even the best hi-fi amplifiers have a maximum 
bandwidth of only about 50,000 Hz. Cheaper amplifiers have a 
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maximum bandwidth of about 18,000 Hz, so you’ll never find 
perfect reproduction. In fact, if the output signal is as good as 
Fig. 5-19, but without the imbalance, take it. 

Square waves also can be used to check video amplifiers. 
These amplifiers will show better looking output signals than 
audio amplifiers because they have bandwidths up to 3 or 4 MHz. 
To get the best results, pull the socket off the CRT and pick up 
your signal at the video-input element—grid or cathode. By 
doing so, you substitute the input capacitance of the scope for that 
of the CRT and get better high-frequency response. 

Slanting tops and bottoms of waveforms indicate a poor low- 
or high-frequency response, as mentioned. Round corners indi¬ 
cate poor high-frequency response, while a sharp-cornered wave, 
perhaps with some overshoot spikes at the leading and trailing 
edges, means that the amplifier is overpeaked and has too much 
high-frequency response. Overshoots usually mean the amplifier 
circuits have a tendency to ring at high frequencies. 

Time and phase measurements 

One way to describe the oscilloscope is to say that it measures and 
displays changes in a voltage over time. A dual-trace oscilloscope 
can be particularly useful in monitoring time and phase relation¬ 
ships between pairs of signals. Does the voltage change the way it 
should and when it should? 

You cannot make true phase tests on a single-trace oscillo¬ 
scope. The phase of a signal is meaningless unless it is in compari¬ 
son with some other signal. You can’t say “such-and-such a signal 
is in phase” unless you define what it is in phase with. 

To compare the timing of two or more signals, you should 
generally avoid the “normal” triggering mode. In this mode, you 
should recall, the oscilloscope completely draws trace A, then it 
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completely draws trace B. The two displayed signals are inevita¬ 
bly time-shifted from one another by one complete cycle of the 
oscilloscope’s sweep frequency. 

It is fairly easy to determine if a one-shot or infrequently oc¬ 
curring event occurs at the correct time with a dual-trace oscillo¬ 
scope. For example, let’s say a brief high-voltage spike should be 
generated 3 mS (0.003 second) after some other switching voltages 
goes from low to high. Assuming that the oscilloscope is set up for 
a time base of 1 mS/division, the displayed spike should show up 
exactly three divisions after the low-to-high transition in the 
switching voltage. Obviously, there is no way to directly check 
this correlation in timing with a single-trace oscilloscope. You 
need to be able to see both signals at once. 

Often in an electronic circuit, two signals must be in phase 
with each other, or one of them must be phase-shifted by a spe¬ 
cific amount. For simplicity, assume for now that both signals 
have the same frequency. When the two signals are in phase, they 
will begin and end their cycles at the same instant. Obviously, 
they must be at the same frequency (or harmonically related) to 
stay in phase with each other. Signals of differing frequencies will 
drift in and out of phase with one another. 

Any cycle is made up of 360 degrees. If two signals of the same 
frequency are exactly 360 degrees out of phase with each other, 
then you might as well consider them in phase, since any one 
cycle of either signal is the same as the one before it or after it. 
Both signals begin and end a cycle in unison. So what if signal A is 
producing cycle 5, while signal B is on cycle 6? 

A pair of in-phase signals are illustrated in Fig. 5-20. This 
same illustration would also apply for two signals that are 360 de¬ 
grees (one complete cycle) or 720 degrees (two complete cycles) 
out of phase with one another. 


Fig. 5-20 These sine wave signals 
are in phase. 
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One-quarter cycle is 90 degrees. A 90-degree phase shift is 
shown in Fig. 5-21. Notice that (with sine waves), the second sig¬ 
nal begins its cycle as the first signal reaches its positive peak. 



One-half cycle is 180 degrees. The two signals shown in Fig. 
5-22 are 180 degrees out of phase with one another. Assuming two 
signals have the same waveshape, frequency, and amplitude, but 
are 180 degrees out of phase with each other, as in the illustration, 
mixing these two signals together will cause them to cancel each 
other out. The result will be 0, or no signal at all. As one signal is 
going positive, the other signal is going negative by an identical 
amount, so the effective combined value is always 0 for each point 
throughout the cycle. 




Fig. 5-22 These sine waves are 
180 degrees out of 
phase. 


In many electronics circuits and systems, it is necessary for 
the technician to know how much phase shift a given section of 
circuitry causes. This information can be determined easily with 
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a dual-trace oscilloscope simply by comparing the phase of the 
input signal with that of the output signal from that circuit stage. 

Using a sweep-frequency 
signal generator 

In working with an oscilloscope, a signal generator of some sort is 
often used as a predictable, known signal source. It would be hard, 
for example, to check a stereo system amplifier for distortion if 
the program signal was continuously varying (as in a musical re¬ 
cording). You would have considerable difficulty spotting distor¬ 
tion in the displayed waveforms because you don’t know for sure 
what they are supposed to look like. Even comparing the input 
and output signals with a dual-trace oscilloscope wouldn’t help 
very much because the signals are so complex and changing from 
instant to instant. It would be virtually impossible to make an ac¬ 
curate or reliable comparison under such circumstances. 

A signal generator produces a regular, repeating simple 
waveform. All characteristics of this signal can be precisely 
known. As long as you leave the generator’s controls alone, these 
characteristics will remain steady. Detailed comparisons can be 
made easily. 

Now, if you want to change any parameter of the test signal 
for any reason, you must manually adjust the controls on the sig¬ 
nal generator. In most test procedures, this level of control is pre¬ 
cisely what is wanted. In some special cases, however, it might 
prove to be a time-consuming nuisance. 

In checking the frequency response of a piece of equipment, 
you obviously need test signals running through the entire range 
of the equipment. With an ordinary signal generator, you would 
need to check the display and make notes, then readjust the fre¬ 
quency of the test signal, and repeat, usually dozens of times, to 
get anything close to an accurate picture of the equipment’s true 
frequency response. 

A better and more efficient way to perform such a test is to 
use a special type of signal generator that features sweep frequen¬ 
cies. In a sweep-frequency signal generator, a voltage-controlled 
oscillator (VCO) generates the actual test signal. A VCO automati¬ 
cally varies its frequency in response to a control voltage at its 
input. By changing the control voltage, you can change the signal 
frequency. Now, if you just use dc voltages, you have nothing spe¬ 
cial. The sweep-frequency signal generator will function just like 
an ordinary signal generator. 
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A sweep-frequency signal generator also has a second oscil¬ 
lator built into it, the sweep oscillator. It puts out a sawtooth or 
ramp waveform, as illustrated in Fig. 5-23. Usually the sweep 
oscillator is operated at a low frequency. 


Fig. 5-23 The sweep oscillator 
puts out a sawtooth 
or ramp waveform. 


Because the waveshape is a ramp, the voltage starts at some 
minimum value, smoothly builds up to a maximum value, then 
drops quickly back down to the minimum value to start the next 
cycle. The output signal from the sweep oscillator is used as a 
control voltage for the VCO. At any given instant, the output fre¬ 
quency of the VCO is proportionate to the control voltage it pres¬ 
ently sees at its input. As the sweep signal goes through its cycle, 
the signal generator’s output frequency will start at some mini¬ 
mum value and smoothly sweep up to a maximum value, before 
dropping back down to the minimum frequency and starting 
over. 

If you feed this swept signal through the equipment being 
tested and monitored on an oscilloscope, you can see a complete 
picture of the equipment’s frequency response. Any peaks or dips 
in the frequency response will be clearly visible on the oscillo¬ 
scope’s display. 

You can use a sweep-frequency signal generator to test the 
overall frequency response of amplifiers and other circuits, as 
well as to determine the cut-off frequency and roll-off slope of a 
filter. This technique also can help you to align and set the reso¬ 
nant frequency of a tuned circuit. (See chapter 9.) 

Lissajous figures 

If the oscilloscope could perform only the functions described so 
far in this chapter, it would be an extremely useful piece of test 
equipment. The oscilloscope can do a lot more, however, making 
it truly invaluable for the electronics technician. There is an im¬ 
portant alternate mode of operation for an oscilloscope that is 
even more powerful and versatile than the basic tests described so 
far: the use of Lissajous figures. 


Right side of screen 



Left side of screen 
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Don’t let that complicated sounding name throw you. It has 
no hidden or deep meaning. Lissajous figures are simply named 
for an important scientist. 

In the ordinary operation of an oscilloscope, the vertical 
(Y-axis) signal is generated within the oscilloscope itself. It is a 
sawtooth wave employed as a sweep signal that moves the elec¬ 
tron beam from left to right across the face of the CRT screen at a 
specific, consistent rate. Although frequency measurements can 
be made in this mode, as described earlier in this chapter, such 
measurements are inevitably rather crude and not terribly ac¬ 
curate. It is difficult to estimate partial divisions when the test 
(horizontal, X-axis) signal is not an exact harmonic of the 
oscilloscope’s sweep frequency. Also, phase comparisons require 
a more expensive dual-trace oscilloscope, and small phase shifts 
might be quite difficult to see. More accurate phase and fre¬ 
quency measurements can be made with even a single-trace 
oscilloscope by using Lissajous figures. 

To create a Lissajous figure on an oscilloscope, two external 
signal sources are required. The oscilloscope’s internal sweep- 
signal generator is not used in this mode of operation. Signal A is 
connected to the X-axis input, just as in any standard oscilloscope 
measurement. At the same time, signal B is connected to the 
oscilloscope’s Y-axis input. With these connections, a closed-loop 
pattern of some sort will be drawn on the oscilloscope’s CRT 
screen. This pattern is called a Lissajous figure. 

The exact shape and size of the displayed Lissajous figure is 
determined by several factors of the two input signals: their 
waveshapes, their relative amplitudes, their relative frequencies, 
and their phase relationships. Notice that, for the most part, abso¬ 
lute quantities are not relevant, only the relative differences be¬ 
tween the two input signals. Of course, the settings of the oscillo¬ 
scope’s various controls also will affect the size and placement of 
the Lissajous figure. 

To keep things as simple as possible, assume that all input 
signals are in the form of sine waves. Harmonic content in one or 
both of the input signals will result in more complex Lissajous fig¬ 
ures. Also assume that the input signals do not contain any dc off¬ 
set voltages. 

First, let’s assume that the same sine wave signal is simulta¬ 
neously applied to both the X-axis and Y-axis inputs. The result¬ 
ing Lissajous figure will be a slanted line, as shown in Fig. 5-24. 
The length of this line reflects the amplitude of the input signal 
and the setting of the oscilloscope’s volts-per-division control. 
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Applying the same sine wave 
to both inputs produces a 
Lissajous figure that looks like a 
simple slanted line. 


Many people working in electronics, including many well- 
educated and experienced technicians seem to find Lissajous fig¬ 
ures rather mysterious and hard to understand, so let’s take a look 
at just how and why this slanted line is displayed on the oscillo¬ 
scope’s screen in some detail. When the instantaneous amplitude 
of the signal voltage is 0 V (the baseline value), the oscilloscope’s 
electron beam will strike the exact center of the CRT screen. At 
this point, there is no signal to deflect the electron beam in either 
the horizontal or the vertical dimensions. 

During the first 90 degrees of the cycle, the signal voltage in¬ 
creases smoothly up to its peak voltage. The electron beam is 
moved upward because of the increasing X-axis voltage. This 
same positive-going voltage is simultaneously applied to the 
Y-axis, so the electron beam is also deflected to the right. In other 
words, the top half of the slanted line is drawn. 

From the 90-degrees point to the 180-degrees point of the 
cycle, the signal voltage drops back down from its peak value to 0. 
The reverse of what happened in the first quarter cycle occurs, so 
the same line is redrawn, albeit in the opposite direction. This 
makes no visible change in the displayed pattern. At the 180- 
egree point, the instantaneous signal voltage is once again 0 V, and 
the electron beam is aimed at the exact center of the CRT screen 
once more. 

Now, during the next quarter cycle (from 180 degrees to 
270 degrees), the voltage goes increasingly negative, until it 
reaches the negative peak value. The electron beam is forced to 
move downward and to the left, in a mirror image of what hap¬ 
pened during the first quarter cycle. Drawing the bottom half of 
the Lissajous figure’s slanted line. 

Finally, from 270 degrees to 360 degrees, the signal voltage 
increases from the negative peak voltage back up to 0, redrawing 
the bottom half of the slanted line. At 360 degrees, the signal is 
once again 0 V, aiming the electron beam at the center of the CRT 
screen. This is also the 0-degree point for the next cycle. The 
complete Lissajous figure has been drawn, and in this case it is 
simply a straight line at an angle of 45 degrees. The 45-degree 
angle is dictated by the fact that the X- and Y-axis signals are com¬ 
pletely identical. 

What happens if the X- and Y-axis input signals are sine 
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waves of equal amplitude and frequency, but are out of phase 
with one another? As the phase shift increases from 0 (in phase), 
the Lissajous figure will start to open up into a slanted oval, as 
shown in Fig. 5-25. When the phase shift reaches 90 degrees, a 
perfect circle will be displayed, as illustrated in Fig. 5-26. 




Fig. 5-25 As the phase shift 
between the input 


Fig. 5-26 Two same-frequency 
sine waves at the 
inputs with a 90-degree 
phase difference 
produces a circle as the 
Lissajous figure. 


signals increases from 
0, the Lissajous figure 
starts to open up into a 
slanted oval. 


As the phase shift is increased beyond 90 degrees, the sides of 
the circle start to come together again, forming an increasingly 
narrow oval shape, until at 180 degrees, there again is a straight 
line (completely closed loop). This time, however, the line is 
slanted in the opposite direction as the in-phase display. 

With phase shifts between 180 degrees and 270 degrees, the 
slanted oval opens up again, reaching a peak circle at the 270- 
degree point. For phase shifts of 270 degrees to 360 degrees, the 
oval closes up again, returning to the original closed, slanted line 
pattern it .started out with. Remember, when two equal-fre¬ 
quency waveforms are 360 degrees out of phase with one another, 
there is no practical difference from the in-phase condition. In ef¬ 
fect, 360 degrees of phase shift equals 0 degrees of phase shift. 

For the next example, again assume the two sine wave input 
signals have equal amplitudes, but this time, let’s say the vertical 
signal frequency is twice that of the horizontal signal. For each 
complete vertical cycle, only one-half the horizontal cycle is dis¬ 
played on the oscilloscope’s screen, appearing as a closed loop. 
The second (negative) half of the horizontal signal’s cycle com¬ 
bines with a second complete vertical signal cycle, producing a 
second closed loop in the Lissajous figure displayed by the oscil¬ 
loscope. In other words, a figure-eight pattern is produced as 
shown in Fig. 5-27. 

When the vertical signal frequency is only half the horizontal 
signal frequency, there is pretty much the same effect. It takes two 
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Fig. 5-27 If the vertical 

frequency is exactly 
twice the horizontal 
frequency, the 
Lissajous figure will 
appear as a figure-8. 


complete horizontal cycles to draw a complete vertical cycle, so 
the Lissajous figure in this case is a sideways figure-eight, as illus¬ 
trated in Fig. 5-28. 



If the horizontal frequency is 
exactly twice the vertical 
frequency, the Lissajous figure 
will appear as a sideways 
figure-8. 


Assuming the two input signals are harmonically related, the 
number of closed loops in the displayed Lissajous figure indicates 
the frequency relationship of two signals. For example, Fig. 5-29 
shows the Lissajous figure for a horizontal signal with a frequency 
three times that of the vertical signal. If the horizontal signal fre¬ 
quency is four times the vertical signal frequency, the Lissajous 
figure shown in Fig. 5-30 is displayed. If the vertical frequency is 
higher than the horizontal frequency, these patterns will be 
turned on their sides, as shown in Figs. 5-31 and 5-32. 



Fig. 5-29 This Lissajous figure 

indicates the horizontal 
frequency is three times 
the vertical frequency. 



Fig. 5-30 This Lissajous figure 

indicates the horizontal 
frequency is four times 
the vertical frequency. 
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Fig. 5-31 This Lissajous figure 


Fig. 5-32 This Lissajous figure 


indicates the horizontal 
frequency is one-third 
the vertical frequency. 


indicates the horizontal 
frequency is one-fourth 
the vertical frequency. 


If you know the frequency of one of the signals, you can cal¬ 
culate the second signal frequency j ust by counting the number of 
loops in the Lissajous figure displayed on your oscilloscope’s 
screen. 

The standard 60 Hz line frequency often is used as the refer¬ 
ence signal for relatively low-frequency Lissajous figure tests be¬ 
cause this frequency is held to very exacting standards. If the 60 
Hz line signal is used as the vertical signal and the Lissajous figure 
display shows three loops that are stacked horizontally, you know 
that the horizontal signal frequency must be equal to: 

horizontal frequency = no. of loops X vertical frequency 


= 3 X 60 
= 180 Hz 


On the other hand, if the same test setup with a different un¬ 
known signal also produces a display of three complete loops, but 
this time they are arranged vertically instead of horizontally, 
then the horizontal frequency must be equal to: 


horizontal frequency = 


vertical frequency 


no. of loops 


60 

3 


= 20 Hz 
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This is all very simple and straightforward. In the real world, 
however, electronic signals are very rarely cooperative enough to 
be exact whole number multiples of a convenient reference fre¬ 
quency. Fortunately, Lissajous figures also can be used to deter¬ 
mine nonharmonic-frequency relationships. The process is just a 
little more complicated. 

As the frequency relationship between the horizontal and 
vertical signals grows more complex, so does the resulting Lissa¬ 
jous figure. Specifically, the Lissajous figure grows nodes, or addi¬ 
tional loops. 

With the simple cases described so far, the number of nodes 
along at least one axis has always been one. A complex Lissajous 
figure can have two or more nodes along either or both the hori¬ 
zontal axis and the vertical axis. 

For example, the Lissajous figure shown in Fig. 5-33 has five 
horizontal nodes and three vertical nodes. They are usually ex¬ 
pressed in the form of a ratio. In this case, of course, the ratio is 
3:5. Assuming that you know the vertical signal’s frequency (the 
reference signal) and want to find the horizontal signal’s fre¬ 
quency, you divide the reference (vertical) frequency by the 
number of horizontal nodes, and then multiply by the number of 
vertical nodes. That is: 


= VNX- 


where F h is the horizontal frequency, F„ is the vertical frequency, 
VN is the number of vertical nodes, and HN is the number of hori¬ 
zontal nodes. 

For this example, once more assume that the reference (ver¬ 
tical) signal is the 60 Hz line frequency. If the Lissajous figure of 
Fig. 5-33 is displayed, the horizontal frequency must be equal to: 

F h = 3 xf 

= 3 X 12 
= 36 Hz 


A 3:2 Lissajous figure is shown in Fig. 5-34. Figure 5-35 
shows a Lissajous figure with a 5:2 ratio. Of course, many other 
combinations are also possible. 

When working with complex Lissajous figures, you must be 
very careful and precise. It is all too easy to miscount the nodes in 
very complex Lissajous figures. You should also be aware that 
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Fig. 5-33 This Lissajous 
figure has five 
horizontal 
nodes and 
three vertical 
nodes. 



Fig. 5-34 This Lissajous Fig. 5-35 If the signal 

figure has a frequency ratio 

3:2 ratio. is 5:2, this 

Lissajous figure 
will be 
displayed. 



sometimes certain phase relationships between the horizontal 
and vertical signals can obscure certain lines in the display, 
which are overlapping and therefore cannot be seen as separate 
lines or nodes. 

As a general rule of thumb, a Lissajous figure is easiest to read 
when the two input signals have a phase difference of 90 degrees. 
Many modern oscilloscopes have a phase-adjustment control, 
which can be used to get a clearer Lissajous figure. You don’t even 
need to know the actual phase relationship between the two sig¬ 
nals. Just turn the oscilloscope’s phase adjustment control until 
you get the clearest and easiest to read Lissajous figure display. 

If, in a given test, the displayed Lissajous figure is excessively 
complex—a half dozen or more nodes along either axis — try 
changing the reference frequency. Often you will get a simpler, 
easier to read pattern. In some cases, minor frequency differences 
between the two input signals can cause the displayed Lissajous 
figure to rotate slowly. 

Lissajous figures also can be used to test a wide variety of 
electronic components. Figure 5-36 shows a simple circuit that 
can be used for this test. A suggested parts list for this circuit ap¬ 
pears in Table 5-2. Select the value of current-limiting resistor Rl 
to suit the neon lamp you are using. Some neon lamps come with a 
built-in current-limiting resistor, allowing you to eliminate Rl as 
a separate component in the circuit. 

Notice that this project uses ac line current, so there can be 
serious shock or fire risks if you are not careful. Make sure all 
conductors are fully insulated. Do not omit the fuse or substitute a 
fuse with a higher rating than the one suggested in the parts list. 
Make connections to this circuit only when the power is discon¬ 
nected. Ideally, you should unplug the circuit, but at the very 
least, turn off the power switch (Si). Please do not take foolish 
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Fig. 5-36 This circuit creates a useful Lissajous figure to test many different 
types of electronic components. 


Table 5-2 The suggested parts list for the 
Lissajous figure component tester circuit of Fig. 5-36. 


T1 6.3 Vac power transformer 
II 120 V neon lamp 

R1 see text 

R2 330 fl 1 /2 watt 10% resistor 

R3 150 O 1/2 watt 10% resistor 

R4 1K 1/2 watt 10% resistor 
FI 1/16 amp fuse and holder 
AC plug 
test clips 

binding posts (for connections to oscilloscope) 


chances. Cutting corners to save either time or cost is definitely 
not worth the risk. 

This circuit can test components either in circuit or out of 
circuit. Do not apply power to the circuit being tested while this 
unit is hooked up. You could do some serious damage. 

If the oscilloscope just displays a flat horizontal line, there is a 
short or a very low resistance between the test terminals. Unless 
the component in question is a very low valued resistor, it is prob¬ 
ably defective. Similarly, a flat vertical line usually indicates that 
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the component being tested is open and should be replaced, al¬ 
though high-valued resistors also might give this sort of display. 

If this circuit’s test leads are connected across a resistor, the 
displayed Lissajous figure will be a straight, slanted line, as illus¬ 
trated in Fig. 5-37. The angle of this line will indicate the approxi¬ 
mate resistance. A fully horizontal line indicates a resistance of 
about 10 Q or less. A fully vertical line is displayed if the mea¬ 
sured resistor has a value of about 100 flK (100,000 £2). As with 
any in-circuit resistance test, any parallel resistances in the cir¬ 
cuit might affect the reading. Be careful. 

A potentiometer can be tested in pretty much the same way 
as an ordinary fixed resistor. After all, a potentiometer is just a 
manually variable resistor. If you connect the test leads across the 
potentiometer’s two outer terminals, it will act just like a fixed 
resistor with the maximum resistance value of the potentiometer. 
The setting of the control shaft is irrelevant. 

For an even more useful test, connect one test lead to the po¬ 
tentiometer’s center terminal and the other test lead to either of 
the potentiometer’s end terminals. Turn the control shaft slowly 
and as smoothly as possible through its entire range. The dis¬ 
played line should move through its range of angles smoothly and 
evenly. If the display jumps about as you turn the potentiometer’s 
control shaft, the component has problems. Try cleaning it. If 
cleaning doesn’t help, the resistive element is probably bad, and 
the potentiometer should be replaced. (See chapter 6 for more in¬ 
formation on testing and cleaning potentiometers.) 

If the test leads of this circuit are connected across a capaci¬ 
tor, you should get a slanted oval, as illustrated in Fig. 5-38. Using 
the component values suggested in the parts list, the circuit can 
test circuits over a range extending from about 0.05 fiF up to about 
20 flF. To test smaller valued capacitors, increase the value of re¬ 
sistor R4. Similarly, decrease the value of this resistor to test large, 
electrolytic-type capacitors. 


Fig. 5-37 Testing a resistor with Fig. 5-38 This is the expected 
the circuit of Fig. 5-36 Lissajous figure when 

should produce a testing a capacitor with 

straight, slanted line for the circuit of Fig. 5-36. 

the Lissajous figure. 
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An inductor will give a similar display to a capacitor; how¬ 
ever, as illustrated in Fig. 5-39, the oval will slant in the opposite 
direction because capacitance and inductance cause opposing 
phase shifts. With the component values suggested in the parts 
list, the range of measurable inductances runs from approxi¬ 
mately 300 mH up to about 2 H, which should be a more than suf¬ 
ficient range for virtually all practical electronics work. Because 
the windings of a transformer are coils, they can be tested in the 
same way as inductors. 

A semiconductor junction creates an interesting Lissajous 
figure with this test circuit. A typical display is shown in Fig. 5-40. 
If you get just a straight horizontal line or a straight vertical line, 
with no bend, then the semiconductor junction being tested is de¬ 
fective. It is probably shorted or open. When making in-circuit 
tests, however, watch out for possible parallel resistances, 
which could be confusing the tester’s results. Note that this 
test will work for diodes or any two leads of a biopolar transistor or 
JFET. 



Fig. 5-39 This is the expected 
Lissajous figure when 
testing an inductor 
with the circuit of Fig. 
5-36. 



Fig. 5-40 A semiconductor 
junction should 
produce a Lissajous 
figure that looks like a 
sharply bent line, using 
the circuit of Fig. 5-36. 


For best results, calibrate any type of test equipment before 
using it. This test circuit itself has no calibration, but you should 
calibrate the oscilloscope you are using with it. The easiest way to 
do so is to connect a known good resistor across the circuit’s test 
terminals. A IK (1,000 £2) resistor would be a good choice. Adjust 
the oscilloscope’s trace positioning (offset) and sensitivity con¬ 
trols to get a display that looks like the one shown in Fig. 5-37. The 
displayed line should slope from the lower left to the upper right 
as shown in the diagram. That’s all there is to the calibration pro¬ 
cedure for this versatile test setup. 
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Reactance and 
impedance measurements 

Ordinary dc resistance is easy to measure with an ohmmeter, but 
in ac circuits, resistance becomes much more complex. When ac 
signals are used, the resistance is not a simple, constant value 
parameter. Instead, the ac resistance, or impedance, changes with 
signal frequency and phase. 

We will get to reactance and impedance measurements with 
an oscilloscope shortly, but first we need to run through a little 
background theory. This will presumedly be a review for an elec¬ 
tronic technician, so we won’t go into much depth or detail here. 

Impedance is made up of dc resistance, plus two types of ac 
(frequency-dependent) resistance called reactances. A pure ca¬ 
pacitor exhibits capacitive reactance, and a pure inductor ex¬ 
hibits inductive reactance. The capacitive reactance in any cir¬ 
cuit is always 180 degrees out of phase with the inductive 
reactance. For this reason, the two types of reactance cannot be 
simply added together. 

The total impedance of a capacitor is the sum of its dc resis¬ 
tance and the capacitive reactance. The dc resistance is a constant 
for any given capacitor, regardless of the signal frequency. The ca¬ 
pacitive reactance, however, is determined by both the compo¬ 
nent’s capacitance value and the applied frequency. The formula 
for capacitive reactance is: 

x =-L_ 

c 2 n FC 

where F is the signal frequency in Hertz, C is the capacitance in 
farads—do not use microfarads (//F) or picofarads (pF) in this 
equation—andX c is the capacitive reactance in ohms. The sym¬ 
bol 71 is a Greek letter pi. It represents a mathematical constant 
with a value of approximately 3.14. Since the value of n never 
changes, we can rewrite this equation as: 

X — * 

c 6.28 FC 

Assuming that the capacitance holds a constant value (which 
is usually the case for most electronic components), as the applied 
frequency increases, the capacitive reactance decreases, and vice 
versa. 
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A coil or an inductor exhibits a dc resistance (usually fairly 
small) and an inductive reactance. Once again, the dc resistance 
is a constant value, regardless of the applied signal frequency, 
while the inductive reactance is determined by the inductance of 
the coil and the applied frequency, according to this formula: 

X, = 271 FL 

Where F is the signal frequency in Hertz, L is the inductance in 
henries—do not use millihenries (mH) or microhenries (uH) in 
this equation — and X, is the inductive reactance in ohms. Again, 
since the value of pi never changes, we can rewrite this equation 
as: 


= 6.28FL 

Unlike capacitive reactance, inductive reactance increases 
as the applied frequency is increased, and vice versa. This differ¬ 
ence is a result of the opposing phase shifts of capacitive reactance 
and inductive reactance. 

Because of the phase shifts, the three elements making up im¬ 
pedance cannot simply be added together. The total ac resistance 
or impedance is equal to: 

Z = VR 2 + (X, - XJ 2 

where Z is the impedance, R is the dc resistance, X, is the induc¬ 
tive reactance, and X c is the capacitive reactance. All of these 
values are in ohms. 

Both capacitive reactance and inductive reactance are fre¬ 
quency-dependent. Capacitive reactance decreases as the ap¬ 
plied frequency increases, while inductive reactance increases 
with any increase in the signal frequency. At some specific fre¬ 
quency, the capacitive reactance will exactly equal inductive 
reactance, so these two values will cancel each other out. This 
leaves an impedance of: 

Z = VR 2 + O 2 
= VR 2 + O 
= >/R* 

= R 

Notice that this is the lowest possible impedance this particu¬ 
lar circuit can ever exhibit. The point at which this happens is 
known as resonance. The capacitive reactance is exactly equal to 
the inductive reactance at the resonant frequency. 
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Now, how can you put an oscilloscope to work in practical 
reactance and impedance measurements? To monitor an ac re¬ 
sistance (impedance or reactance), connect the voltage waveform 
to the oscilloscope’s vertical input and the current waveform to 
the horizontal input. 

A typical test setup is shown in Fig. 5-41. Notice that the 
oscilloscope’s internal sweep generator is not used in this test. 
You are applying ac signals to both the vertical and horizontal 
inputs, so the result will be a Lissajous figure, as discussed pre¬ 
viously. 



Fig. 5-41 This is the test setup to monitor an ac resistance with an oscillo¬ 
scope. 

The relative values of the resistance (R), reactance (X) and 
impedance (Z) will appear in the displayed Lissajous figure’s pro¬ 
portions. The Lissajous figure displayed should be a single closed 
loop, since the vertical and horizontal input signals, by definition, 
have identical frequencies. The displayed loop will usually be an 
oval, not a circle, and it usually will be displayed at an angle. 

Make sure you first calibrate the oscilloscope so that the dis¬ 
played pattern is centered on the CRT screen. That is, when no 
external signal is applied to either input, you should see just a 
single dot in the center of the screen. Now apply the test signal 
and look at the resulting Lissajous figure. 

Count the number of divisions covered by the Lissajous fig¬ 
ure along the 0 line. This value represents the measured reac¬ 
tance. If the loop is slanted to the right, the overall reactance is 
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primarily capacitive. If the loop is slanted to the left, then the 
overall reactance is primarily inductive. If there is no slant, then 
the signal frequency being used is the resonant frequency for the 
circuit being tested. If there is no reactive component, the circuit 
has pure dc resistance only. 

The next step is to count the number of divisions between the 
opposite peaks of the displayed loop. This value represents the 
total impedance (Z). Obviously Z should always be greater than X 
(reactance). If the X value appears to be larger, then some mistake 
has been made in the test setup. If the reactance really was greater 
than the total impedance, then the dc resistance (R) would have to 
have a negative value, which is not possible. 

You now can find the R value by graphing the X and Z values. 
Draw a downward line on graph paper corresponding to the X 
value. Then, with a compass, draw an arc that has a radius equal 
to the Z value, starting from the bottom-most point of the X line. 
Now, draw a straight line perpendicular to the top of the X line 
until it intersects the Z arc. The length of this line will correspond 
to the value of R, the dc resistance. This will all be easiest to do on 
graph paper, but regular paper and a ruler can be used. Figure 
5-42 shows a typical triangle drawn by this method. 


Fig. 5-42 The sides of the 
triangle are 
proportionate to the 
values of R, X, and Z. 


Notice that there are no definite units in these measure¬ 
ments. You don’t know the ohms values of R, X, or Z. The oscillo¬ 
scope won’t do that for you. To find the actual values in ohms, 
measure the dc resistance with your ohmmeter. You then will be 
able to find the proportional values of X and Z. 

Let’s try a quick example. Let’s say the Lissajous figure gave 
you 9 units for the Z value, and 3.5 units for the X value. It doesn’t 
really matter just what these “units” are, as long as they are con¬ 
sistent. When you graph these values as just described, you find 
that the R line is about 8.3 units long. 

Measuring the dc resistance with an ohmmeter, you get a 
value of 6,400 Q (6.4K). This means 8.3 “units” equals 6,400, so 
you can find out how much each unit is: 
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6,400 = 8.3 X UNIT 
6400 

UNIT = TT 

= 771 II 

Since you now know the ohms value of one unit (771II), you 
can find the comparable ohms values for the X and X values: 

X = 3.5 X UNIT 
= 3,5 X 771 
= 2,698 II 

Z = 9 X UNIT 
= 9 X 771 
= 6,939 12 

Notice that if Z is less than either R or X, or more than their 
sum (R + X), you did something wrong somewhere along the 
line. 

This procedure won’t give exactly precise ohm values for the 
reactance or impedance because there almost inevitably will be 
some rounding off of values during the equations, and measuring 
precise units on an oscilloscope is difficult. Fortunately, these cu¬ 
mulative errors will generally be negligible for most practical 
electronics work. Also, since a better, more direct method of 
reactance or impedance measurement usually isn’t available to 
the average electronics technician, this method works very well 
indeed. 

Testing for filter ripple with the scope 

One of the best and fastest ways to check the condition of the filter 
capacitors in all ac power supplies (tube or transistor) is to touch 
the scope probe to the rectified output—to the V+ point that sup¬ 
plies the operating dc voltages to the circuits. The voltage at this 
point should be a pure dc, which would make a straight line on 
the scope, but normally there’s a small amount of the ac left. This 
ac is called ripple; it looks like Fig. 5-43. 

Note the generally triangular shape of the waves, and also 
note that you see a high peak, then a lower one, then another high 
one, etc. This unevenness is a result of the fact that this is a 120 Hz 
waveform in a full-wave rectifier circuit. In TV sets, the vertical 
output circuit takes a heavy pulse of current at a 60 Hz frequency, 
which causes the drop in voltage on every second peak of the rip¬ 
ple. 
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You might have encountered TVs where a dark (or light) bar 
floats up and down through the picture. This trouble is caused by 
insufficient filtering in the V+ circuits or by faulty silicon recti¬ 
fiers. If you check the power-supply ripple, you’ll see a big differ¬ 
ence between the high and low peaks, and one usually will 
change phase with respect to the other. This ripple waveform will 
writhe slowly if you lock the scope sweep to the local line fre¬ 
quency, as illustrated in Fig. 5-44. 

The cure is to provide more filter capacitance, since ripple is 
caused by a lack of capacitance in the filter. Either the circuit 
didn’t have enough to start with, or one of the original capacitors 
has gone down in value. If the original capacitors seem to be o.k., 
add more capacitance until the ripple is reduced and the bar 
vanishes. 

The normal peak-to-peak value of the ripple will be given on 
the schematics of recent sets. As an average, it shouldn’t be more 
than about 2 V peak to peak at the filter output. On the rectifier 
output (filter input), it will be higher—usually somewhere 
around 10 V 12 V p-p, or even more. However, the ripple at the 
filter output is the one that causes trouble, so check it first. 
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The high 
peaks move 



Fig. 5-44 The ripple waveform will writhe slowly if the oscilloscope's 
sweep is locked to the local line frequency. 

Checking CB transmitter 
modulation with the scope 

The oscilloscope will do a good job of measuring the audio modu¬ 
lation of a CB transmitter if you use it correctly. Measure the RF 
output with and without modulation. However, even the wide¬ 
band color scopes with bandpass up to 5 MHz won’t do too much 
on a 27 MHz RF signal. You’ll get only a line on the scope screen. 
When you modulate the transmitter, the modulation will appear 
on the screen. This is what happens: The vertical amplifier in the 
scope simply won’t pass the high-frequency RF carrier, but it will 
detect the audio modulation and show a good-sized deflection. 

To get a true picture of the RF output, feed it directly into the 
vertical plates of the scope CRT. This gives you an almost unlim¬ 
ited bandpass, but no gain, because you’re going around the verti¬ 
cal amplifiers of the scope. You’ll probably see a line about Vfe inch 
in height at most, for the unmodulated carrier. If you feed an 
audio signal into the microphone (or whistle into it), you’ll see the 
modulation. The hook-up for this test is illustrated in Fig. 5-45. 

By estimating the increase in pattern height, you can tell if 
the transmitter is modulating properly. If it should be overmodu¬ 
lating, the carrier will break up into the characteristic string-of- 
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Pilot-lamp 
dummy load 



Fig. 5-45 An oscilloscope can be used to check a CB transmitter's modula¬ 
tion with this hook-up. 

beads pattern. Check the modulator or RF stages; too much audio 
or too little RF output have the same pattern and effects. 

Another good cross-check for modulation is to use a pilot 
lamp as a dummy antenna. With the transmitter unmodulated, it 
should glow a bright yellow. Whistling into the microphone 
should make it glow more brightly. 

Some older scopes have provision for connecting directly to 
the vertical deflection plates by turning a switch on the front 
marked amp out. Others have terminal boards on the back of the 
scope case with links that can be opened to give access to the ver¬ 
tical plates. 

In either case, use plain, unshielded test leads for this test. 
Don’t use shielded wires: the shunt capacitance of even the low¬ 
est capacitance coax will reduce the signal strength greatly, and 
there isn’t any to spare. Put a small blocking capacitor in series 
with each lead — a .0001 fiF (100 pF). Connect the test leads di¬ 
rectly across the dummy-load lamp. 

If your scope uses only one vertical-deflection plate with the 
other tied internally to one of the horizontal-deflection plates, use 
the free plate as the hot lead and connect the common plate to the 
CB-set chassis. Keep the test leads well apart and make sure they 
aren’t moved during the test. Movement could change the shunt 
capacitance and the readings. 
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Component tests 

This chapter deals with the problems and solutions of dealing 
with discrete components. 

Detecting thermal drift in resistors 

Thermal drift in resistors is one of the most common and annoy¬ 
ing troubles in all kinds of electronic equipment. It causes such 
symptoms as “it plays for an hour and then acts up.” If a carbon 
resistor changes in value as it heats up, it changes the circuit 
characteristics. 

The time constant will tell you a lot. If the trouble shows up 
inside of 15 minutes, it is probably a result of self-generated heat 
in a resistor, heat generated in the resistor because of the current 
it is carrying. Heat occurs in plate-load circuits, voltage-dropping 
resistors, etc. If the trouble takes an hour or so to appear, the resis¬ 
tor is being affected by heat traveling through the metal chassis or 
from a hot component close by. 

The best test for a suspected resistor is to heat it up artificially 
and watch for the trouble to appear. For example, if you had a 
long-time-constant sync trouble, you could turn the set on, adjust 
it for correct operation, and then apply heat to each of the resistors 
in the sync circuit. Place the tip of a soldering iron on the body of 
each resistor, hold it there for 45 to 60 seconds, and watch for the 
sync trouble on the screen. Normal operating temperature in a TV 
set is 120° to 130°F. The tip of a soldering iron runs about 600°F, 
so don’t hold it on the resistor too long—just long enough to get 
the resistor warmer than normal or too hot to hold a fingertip on it. 
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If the resistor has a tendency toward thermal drift, this test will 
reveal it. 

The high-value (6, 8,10, and 20 M) resistors found in age cir¬ 
cuits are frequent offenders. You,can find the guilty resistor by 
turning on the set, heating up each resistor in turn, and watching 
the screen for any sign of the original trouble. There might be 
more than one defective resistor in a given circuit, so check them 
all. 

Checking and repairing potentiometers 

A potentiometer is simply a manually controlled resistor. The 
term is often informally shortened to pot. 

The effective resistance of a potentiometer is determined by 
the position of a rotating shaft. Figure 6-1 illustrates the internal 
construction of a typical potentiometer. The two end terminals 
are connected to either end of a U-shaped resistive element. The 
control shaft is connected to a sliding element. Rotating the shaft 
moves the slider in one direction or the other along the length of 
the resistive element, creating a changing resistance. Let’s as¬ 
sume that the slider starts off as close as possible to end terminal A 
and is slowly moved toward end terminal B. The resistance be¬ 
tween the center terminal and end terminal A increases, while 
the resistance between the center terminal and terminal B de¬ 
creases by a like amount. The resistance element can be designed 
so that the resistance changes linearly (Fig. 6-2) or logarithmically 
(Fig. 6-3), depending on the requirements of the specific applica¬ 
tion. 

A trimpot, or trimmer potentiometer works in much the 
same way, except the control shaft can be replaced with a screw- 



Fig. 6-1 Inside a 

potentiometer, a 
slider is moved over a 
resistive element 
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Fig. 6-2 Some potentiometers Fig. 6-3 Other potentiometers 

have a linear response. have a logarithmic 

response. 

driver adjustment. This adjustment reduces the size of the com¬ 
ponent and is more secure for “set-and-forget” calibration con¬ 
trols. 

You occasionally might encounter a slide pot. This compo¬ 
nent is basically the same as a standard potentiometer, except the 
resistive element’s normal U-shape has been straightened out 
into a line. The control shaft does not rotate; instead, it is moved 
back and forth over the straight-line resistive element. A slide pot 
is used in applications in which the position of the control shaft is 
to be directly visible, instead of indicated by markings on a dial. 
For example, slide pots are widely used in audio mixer consoles 
and graphic equalizers. 

Some potentiometers, especially trimpots, have just two ter¬ 
minals, instead of the more common three just described. In such 
cases, there simply is no connection with one of the ends of the 
resistive element—there is just the center terminal and one of 
the end terminals. 

A three-terminal potentiometer can easily be used in any ap¬ 
plication calling for a two-terminal potentiometer. Simply leave 
one of the end terminals disconnected and unused in the circuit. 
Some technicians prefer to short the unused end terminal to the 
center terminal. This method won’t affect the operation of the po¬ 
tentiometer in any noticeable way. 

Testing potentiometers 

Testing a potentiometer is usually fairly simple. You can use the 
ohmmeter section of any multimeter. It doesn’t much matter 
what type of multimeter is used, as long as it is reasonably accu¬ 
rate in its coverage of the required resistance range. 
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As with any test of resistances, testing a potentiometer in cir¬ 
cuit can give inaccurate readings because of parallel resistances 
in the circuit. When in doubt, temporarily break the connection 
between one of the test terminals of the component and the cir¬ 
cuitry. 

On a three-terminal potentiometer, first measure the resis¬ 
tance between the two end terminals. You should get the potenti¬ 
ometer’s full rated resistance. The setting of the control shaft 
should have no effect at all on the resistance read between the two 
end terminals. For example, if you are testing a 10K potentiome¬ 
ter, you should get a reading of 10,000 £2, more or less. Don’t be too 
concerned about the exact resistance value. Most potentiometers 
are not precision components when it comes to their full-scale re¬ 
sistance, nor do they need to be in the vast majority of practical 
applications. As long as the resistance reading you get is in the 
right ballpark, you can assume that the potentiometer has passed 
this test. 

The more important test is to monitor the resistance from the 
center terminal to one of the end terminals. It usually doesn’t 
matter which one you use. (Of course, for a two-terminal potenti¬ 
ometer, there is no choice, since there is only one end terminal.) If 
possible, clip the test leads of your ohmmeter in place on the po¬ 
tentiometer’s terminals to leave your hands free. Slowly and 
smoothly rotate the control shaft while watching the ohmmeter’s 
pointer or display. As the control shaft is rotated toward the end 
terminal being used in the test, the resistance should decrease. 
Rotating the shaft away from the monitored end terminals should 
cause an increase in the resistance. 

Rotate the control shaft as smoothly as possible. The resis¬ 
tance reading also should change smoothly and evenly. (Re¬ 
member that some potentiometers change their resistance in a 
linear fashion, while others have a logarithmic response.) If the 
resistance jumps around, jiggles up and down, makes large skips, 
or gets “stuck” at a specific value over a few degrees of the shaft’s 
rotation, a problem is indicated. Such erratic readings generally 
indicate that the resistive element is dirty or pitted, resulting in 
unreliable operation in the circuit. In some cases, there might be 
static or a crunching noise in audio circuits as the potentiometer’s 
control shaft is rotated. 

Cleaning potentiometers 

Slide pots are particularly prone to getting dirty because their 
construction inevitably leaves the resistive element more ex- 
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posed to external contamination than in most standard round 
pots. To cure this problem, spray in some cleaner/lubrication 
spray, which is sold by almost any electronics parts store. It is 
often called “tuner cleaner.” It is an aerosol spray can, with a 
small straw that can be connected to the nozzle to finely direct the 
spray. Direct the spray into any openings in the body of the poten¬ 
tiometer and then work the control shaft back and forth over its 
entire range several times to spread the cleaning fluid over the 
entire resistive element. It is a good idea to wait a couple of min¬ 
utes to let the fluid dry, but this is rarely absolutely necessary. For 
a slide pot, you can easily insert the spray in the slot for the control 
slider’s back and forth path. 

When in doubt, clean all potentiometers, just to be on the safe 
side. Unless you use a ridiculous amount of spray, doing so will 
never hurt the circuit and even if dirt isn’t causing the current 
symptoms, it is still likely to clean up dirt that hasn’t built up to a 
noticeable problem yet. Cleaning the potentiometers is a form of 
preventive maintenance. 

A lubricant in the cleaning spray is usually helpful, but a few 
components might be damaged by lubrication. When in doubt, 
use an unlubricated cleaning spray, even though it won’t always 
be quite as effective. 

If cleaning the potentiometer does not help, the resistive ele¬ 
ment might be badly pitted and permanently damaged. Try sub¬ 
stituting a potentiometer that is known to be good. If the problem 
clears up, discard the original potentiometer as defective, and 
solder in a permanent replacement. 

Many potentiometers, especially those used as volume con¬ 
trols, come equipped with a switch mounted on the back of the 
component. When the control shaft is rotated past a specific spot 
(usually near one end of its range of movement), the switch is 
activated. Sometimes these potentiometer switches develop 
problems. They might not make proper contact, or they might get 
stuck in one position or the other, ignoring the rotation of the po¬ 
tentiometer’s control shaft. 

Visually inspect the switch mechanism. Sometimes you 
might see that something is slightly bent. Use a pair of small 
needle-nose pliers to move it back into place. Be very careful not 
to do more damage. 

Cleaner/lubrication spray will often solve poor switch 
contact problems. Spray some of the cleaning/lubrication solu¬ 
tion into the switch mechanism and turn it on and off several 
times. If this doesn’t work, you will probably have to replace the 

www.engbookspdf.com 


164 Component tests 


switch, which often entails replacing the entire potentiometer 
unit. 

Stuck switches are usually unrepairable. The damage is 
probably permanent. It won’t hurt to try to bend some small part 
back into place within the switching mechanism (if accessible), or 
even to try cleaning the switch unit, but don’t get your hopes up 
too high, or spend a lot of time at it. You will probably end up hav¬ 
ing to replace the defective switch, which often means replacing 
the entire switched potentiometer unit. 

Capacitance testing 

There are only two things you need to know about almost any 
paper, ceramic, or mica capacitor: Is it open, or is it leaky or 
shorted? Measuring the capacitance value is seldom necessary, 
since this information normally is stamped or color-coded on the 
capacitor itself. Capacitors of these types are not likely to shift in 
value, so the real question boils down to whether a capacitor is 
good or bad. 

A capacitor tester is handy for determining whether a capaci¬ 
tor is open. Hook it up and turn the dial rapidly from one end to 
the other, past the nominal value of the capacitor. If the tuning 
eye on the tester opens at all, the capacitor is not open. 

Make the same check with an ohmmeter for values larger 
than .01 //F by touching the ohmmeter across the capacitor and 
watching for the charging kick. (Smaller values give a charging 
kick, too, but it is too small to show on the meter.) 

Next, and most important, check the capacitor for leakage. A 
dead short or high leakage can be caught with the ohmmeter. If 
the ohmmeter shows any deflection on the highest ohms range 
available, the capacitor is bad. For very critical applications, such 
as audio coupling capacitors in vacuum-tube amplifiers, you 
need a test instrument that reads very small leakage. Even a leak¬ 
age of 100 M is enough to cause trouble in a coupling capacitor. 

The fastest test for a possibly open capacitor is to bridge an¬ 
other one across it. If you suspect oscillation is caused by an open 
bypass capacitor, for example, bridge it. If the oscillation stops, 
you have found the trouble. If a coupling capacitor is suspected, 
you can test it in two ways: check for the presence of signal on 
both the input and output sides of the capacitor; or bridge another 
capacitor across it—if the signal now goes through, the original is 
open. If a capacitor opens, it has the same effect as taking the ca- 
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pacitor completely out of the circuit. So, replace it by bridging, 
and see if the trouble stops. 

There has been a lot of development in capacitance meters in 
recent years. Newer devices check for opens and shorts, measure 
leakage, and display the capacitance value directly. These de¬ 
vices and other new types of test equipment were discussed in 
chapter 1. 

Electrolytic capacitors 

Electrolytic capacitors, unlike paper capacitors, can change value 
by drying up. A dry electrolytic is not dry any more than a dry-cell 
battery is. If the electrolyte evaporates in either one, it stops work¬ 
ing. A battery dies, and a capacitor opens completely. 

With electrolytics, the best test is again, “How well do they 
work?” If the service notes specify that a power supply should 
have 275 V at the rectifier output and you find only 90 V to 100 V, 
the input capacitor is very likely open. Bridge it with a good one; if 
the voltage jumps up to normal, that was the trouble. If the ripple 
or hum level is given as 0.2 V p-p at the filter output and your 
scope shows 10 V to 15 V p-p there, bridge the output capacitor. If 
the ripple drops to within the proper limits, that capacitor was 
open. 

For bridging purposes, the test capacitor does not need to be 
an exact duplicate of the original. It can be much larger or smaller 
in value, but it must have a working voltage able to stand what¬ 
ever voltage is present in the circuit. It is not a good idea to bridge 
electrolytics in transistor circuits with the amplifier on. The 
charging-current surge of the test capacitor can cause a sharp 
transient spike in the circuits, which can puncture transistors. So, 
to bridge-test transistors sets, turn the set off, clip the test capaci¬ 
tor in place, and then turn the set on again. With the instant start¬ 
ing of transistor circuitry, this won’t waste any time. 

If you find one unit in a multiple-type electrolytic to be bad, 
replace the whole can. Whatever condition existed inside that 
can to make one unit go out will eventually cause failure of the 
rest because they’re all parts of the same assembly. To avoid an 
almost sure callback, change the whole thing at once. 

Finding the value of an unknown 
capacitor without a capacitance meter 

If you don’t have a modern capacitance meter handy, there is still 
a fairly quick way to find the value of an unknown capacitor. 
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Note: This method isn’t accurate unless you have a precise ac 
voltmeter or calibrated scope and an accurate test capacitor. The 
method is handy for finding the values of those odd mica capaci¬ 
tors that everyone has around and can’t read the color code on. 

Put the capacitor in series with a known capacitor, as shown 
in Fig. 6-4, and apply an ac signal voltage across the two. Measure 
the voltage across the known capacitor, then measure the voltage 
across the unknown capacitor. The voltage ratio will give you the 
ratio of the capacitances. 



Fig. 6-4 A capacitor's value can be approximated with a test hook-up like 
this. 


What you’re doing is putting two reactances in series across 
an ac-voltage source. The result is a voltage divider that works the 
same way as two resistors in series across a dc source. Suppose, for 
instance, that you put 11V at 1,000 Hz across a series combination 
consisting of a .005 pF capacitor and an unknown capacitor. Sup¬ 
pose then you measured 10 V across the unknown and 1 V across 
the known. The voltage ratio for the unknown and known capaci¬ 
tors is 10:1, and so is the ratio of reactances. The ratio of capaci¬ 
tances is just the opposite, or 1:10, because the reactance of a ca¬ 
pacitor is inversely related to the capacitance: As capacitance 
increases, reactance decreases, and vice versa. 

In the example given, the unknown capacitor has a value 
one-tenth as great as the known capacitor, or .0005 pF. Re¬ 
member, a voltage ratio of 10:1 means a capacitance ratio of 1:10. 
If you prefer, you can work with reactance values, reading them 
from a table and then using the table to find the corresponding ca¬ 
pacitance values. 
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Testing capacitors with a scope 

An oscilloscope is another handy tool for checking capacitor 
problems. Generally the standard low-capacitance probe is suffi¬ 
cient, although in some cases, a demodulator probe is useful. 

To test the capacitor, adjust the scope for maximum sensitiv¬ 
ity on vertical gain. Then touch the probe tip to the hot side of the 
capacitor to be tested. Interpretation of the scope trace depends on 
the capacitor’s intended application in the circuit. In most cir¬ 
cuits, capacitors are used for bypassing, filtering, or coupling. 

A bypass capacitor is always grounded at one end. Unwanted 
ac components of a signal are shunted to ground. In this test, you 
want to determine that the ac components have indeed been 
eliminated from the signal. 

A filter capacitor is really very similar to a bypass capacitor, 
although it is usually somewhat larger in value. A filter capaci¬ 
tor’s function is to shunt unwanted signals, such as ac hum or RF 
signals, to ground. It is easy to determine if these components are 
present in the scope trace. 

A coupling capacitor, or blocking capacitor, is placed in the 
circuit to pass an ac signal but to block any dc component in the 
signal. Check the scope trace to make sure the ac signal is cen¬ 
tered around 0 and is not riding on a dc voltage. 

Testing variable capacitors 

Variable capacitors are not used in modern electronics nearly as 
often as they once were, but you still might encounter them from 
time to time, especially in older radio tuners. In a typical variable 
capacitor, a set of movable plates, or rotors, are moved either di¬ 
rectly via a tuning knob, or indirectly with a dial cord and a sys¬ 
tem of pulleys. These rotors are intermeshed with a second set of 
fixed-position plates, known as stators. The rotors move with re¬ 
spect to the stators. The air between the two sets of plates acts as 
the capacitor dielectric, so the relative positioning of the two sets 
of plates determines the effect capacitance of the component at 
each setting. 

Test the resistance from any of the rotor plates to the metal 
frame of the variable capacitor. If the circuit is mounted on a me¬ 
tallic chasis, the component might or might not be insulated from 
the chassis. You should measure a dead short, or 0 Q. 

Disconnect the wires connected to the stator terminals and 
measure the resistance from each stator plate to the rotor and/or 
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the unit’s metal frame. You should get an open circuit reading. 
The ohmmeter should indicate infinity, or a very, very high re¬ 
sistance. To be doubly sure, it is a good idea to make this test at 
each extreme of the tuning shaft’s range; that is, once with the 
plates fully meshed, and once with them as opened up and far 
apart as possible. You also should get an infinity reading between 
individual stator sections. 

In servicing equipment with variable capacitors of this type, 
you also must watch out for mechanical defects. It is usually very 
easy for one or more of the capacitor’s plates to get bent. A bent 
plate can restrict the movement of the tuning control. It also can 
create a short circuit between the rotor section and the stator sec¬ 
tions, causing noise or a partial or complete loss of signal. In some 
cases, turning the tuning control will have no apparent effect be¬ 
cause of such a mechanical short circuit. 

These tests are only for open-air types of variable capacitors. 
They are not appropriate for some other types of variable capaci¬ 
tors. 

Testing inductors 

A coil, or inductor, is basically a pretty simple component. It is 
really nothing more than a length of wire wound in a coil shape 
around a core of something. (In some cases, there is an air core. 
That is, there is nothing at the center of the coil except empty air.) 
This type of component isn’t used in modern electronics nearly as 
much as it used to be, but it is still far from uncommon. You won’t 
run into as many coils as capacitors or resistors, but the odds are, 
you will run across some in the electronic equipment you are ser¬ 
vicing. 

The basic unit of inductance is the henry (H), or, more 
commonly, the millihenry (mH). One henry equals 1,000 
millihenries. Unfortunately, standard electronic test equipment 
cannot measure inductance values directly (see the next section 
of this chapter). Fortunately, you can do some crude, but effec¬ 
tive, good/bad tests with an ohmmeter to find most common 
faults with this type of component. 

As with most component resistance readings, you probably 
will have to disconnect at least one end of the inductor from the 
circuit to avoid the effects of parallel resistances that can confuse 
the picture. However, this problem is generally less significant for 
coils than for other types of electronic components because the 
resistance of a typical inductor is so low that it will probably be 
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the major factor in determining the total effective parallel resis¬ 
tance. Still, there are exceptions. 

There are essentially three basic ways a coil can go bad: It can 
be open, there can be a short between windings, or there can be a 
short to the inductor coil. 


Open coils 

Open coils aren’t very common, but they can happen. An open 
coil is just a break in the coiled wire, or more likely, in its leads, 
which connect it to the rest of the circuit. If you measure the re¬ 
sistance across the terminals of a coil and get an infinity (or very 
high) reading, then you have an open coil. In some cases, it might 
be worthwhile to take j ust a moment or two to see if you can locate 
the break visually. 

In some cases of a broken lead, you can resolder it without too 
much trouble. Otherwise the coil is defective and must be re¬ 
placed. In most practical servicing situations, there is little point 
in spending much time in trying to locate the actual break, since 
the odds are that it won’t be reparable. 


Shorted turns 

It is trickier to determine whether or not there are one or more 
shorted turns in an inductor. Most practical coils consist of many 
closely wound turns of fine wire. If some of the insulation chips 
off, melts, or is otherwise removed, the conductive wires of adja¬ 
cent turns will touch, producing a short circuit, as illustrated in 
Fig. 6-5. The coil will act like it has too few turns, and therefore, it 
will not function properly in the circuit. 

If you know the nominal resistance of the coil in question, 
you can simply measure the resistance across the coil’s terminals. 
If you get an abnormally low resistance reading, then a short 
within the coil is probable. Replace the defective inductor. 

The nominal resistance of coils often is included in service 
data or specification sheets. If it is not, however, it is a lot harder to 
determine what the correct resistance for the coil should be. Nor¬ 
mally, it will be a very low value, since, as far as dc current (and 
resistance) is concerned, a coil is nothing but a long length of ordi¬ 
nary wire. A dc signal couldn’t care less that the wire is coiled, 
rather than straight. Any conductor has some finite resistance per 
foot. The longer the conductor, the lower the resistance. Shorted 
turns in a coil effectively shorten the conductor length. 
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Fig. 6-5 Shorted turns in a coil 
effectively make it function like 
a smaller inductance. 


If the circuit contains more than one coil, you might compare 
the resistance readings across each of them to see if they are rea¬ 
sonably similar. Don’t make too many assumptions. There is no 
guarantee that all similar-looking coils in a circuit have the same 
value. One might have 100 turns, while another might have 225 
turns, so their resistance readings logically will be quite different. 
You can, however, sometimes make some reasonable guesses. For 
example, let’s say you have a circuit with four coils that look 
pretty much alike. When you measure the resistance across each 
coil, you get the following readings: 

Coil Ohms 

A 51 

B 48 

C 11 

D 55 

With these readings, I would certainly be suspicious of coil C, 
especially if the schematic indicates that all four coils should 
have similar inductance values. 
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Shorts in inductor coils 

The third common type of defect in an inductor is a short to the 
core. This is mechanically similar to the shorted turn discussed 
earlier. One or more of the windings in the coil has lost some of its 
insulation for some reason, and since the turns of wire are pressed 
tightly against the coil, there is an electrical short circuit between 
the core and the exposed winding(s). Obviously, this is only a 
problem in an inductor with a conductive core, such as an iron 
core. You won’t encounter this type of problem with an air-core 
coil, of course. 

You can determine if there is a core short by measuring the 
resistance between either terminal of the inductor and the core 
itself. Ideally, this resistance should be infinite. In most practical 
cases, you will get a finite, but very high resistance reading. A typ¬ 
ical value will be over 25 Mil. The exact winding to core resis¬ 
tance depends on the core material and configuration, as well as 
the quality of the insulation used in the construction of the in¬ 
ductor. 

These same tests also apply to RF chokes, since this type of 
component is just a special-purpose coil. The term choke has 
more to do with the function than the actual construction of the 
component itself. 

You can test a transformer in a similar way. A transformer is 
made up of two (or sometimes more) coils wound on a common 
core so their electromagnetic fields interact. Test the primary 
winding as if it was a simple coil. Then do the same with the sec¬ 
ondary winding(s). Most transformers have just a single second¬ 
ary winding, but some have more. 

Test each secondary winding separately, but don’t get con¬ 
fused by center taps. A center tap is an extra terminal to permit 
circuit connection to a midpoint on the coil. A center tap is clearly 
shown in the standard schematic symbol for a transformer with a 
center-tapped secondary, as illustrated in Fig. 6-6. Figure 6-7 
shows a transformer with three secondary windings. Notice that 
one of these secondaries also has a center tap. 

You also should test for electrical isolation between the pri¬ 
mary and each secondary winding of a transformer. Measure the 
resistance between either end connection of the primary winding 
and either end connection of the secondary winding. (For a trans¬ 
former with more than one secondary, repeat this test for each 
secondary winding.) You should get a very high (nominally infi¬ 
nite) resistance reading. If you get a resistance reading of less than 
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Fig. 6-6 Some transformers 

have a center tap on 
the secondary winding. 
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Fig. 6-7 Some transformers 
have multiple, 
isolated secondary 
windings. This 
transformer has three 
secondaries, one of 
which is center- 
tapped. 


20 MQ or so, suspect trouble. There might be a partial or total 
short between the windings, which will interfere with the correct 
operation of the transformer and could easily result in some dan¬ 
gerous conditions. A very low reading here is a clear indication 
that the transformer should be replaced immediately. 

Do not attempt to operate any electrical equipment with such 
a defective transformer. If you’re lucky, there will only be major 
damage to the rest of the circuitry. However, there is also a very 
real possibility of dangerous, and potentially fatal electrical 
shocks and/or fire. 

One important exception to this last test. A special type of 
transformer, known as an autotrans/ormer, uses the same coil for 
both the primary and the secondary, as illustrated in the sche¬ 
matic symbol shown in Fig. 6-8. Obviously, in this case you inevi¬ 
tably will read a very low resistance between the “primary” and 
the “secondary,” since they are just different points along the 
very same length of coiled wire. 
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Fig. 6-8 An autotransformer 
uses the same 
physical coil as both 
the primary winding 
and the secondary 
winding. 



Measuring inductance 

The question is often asked, “How can you measure inductance?” 
The best answer is, “You can’t.” Inductance measurements, with 
common shop equipment, are a practical impossibility. You can 
figure it out by spending lots of time and doing a lot of mathemat¬ 
ics, but the best advice we can offer is, “Don’t.” 

In practical service work, there’s seldom a need to read the 
inductance of a coil or transformer in henrys or millihenrys. You 
are usually interested in just one thing: continuity. This is a sim¬ 
ple ohmmeter test. All service data give the dc resistances of coils, 
and as long as your resistance reading on an inductor is within 
5 percent of the specified value, the inductor is probably all right. 

Only two things that can happen to an inductor: It can open 
completely (which is fairly easy to find), or it can develop shorted 
turns. In power transformers, etc., shorted turns give a very defi¬ 
nite indication: smoke. In other circuits, such as output trans¬ 
formers, shorted turns cause a drastic loss of output. You can 
locate a shorted turn by elimination tests and power measure¬ 
ments. 

Flybacks are a special case; they act more like tuned circuits 
than ordinary transformers do. You can test them with a special 
instrument that connects the coil into a circuit and makes it oscil¬ 
late. Read the Q of the coil on a meter. However, you can check 
flybacks for shorts by reading the cathode current of the horizon¬ 
tal-output tube and then disconnecting all loads, such as the yoke 
and damper circuits, and reading again. If the cathode current is 
far above normal, the flyback is internally shorted. When the 
loads are disconnected, the current should drop to about one- 
fourth its normal full-load value. 

To get an inductance of any particular value, there’s one easy 
way: buy it. You can wind coils all day, trying to get an 8.3 //H 
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choke, but if you call your distributor, you can have a choke coil 
with exactly 8.3 /tH in a few minutes. Coil and transformer 
makers have a tremendous selection of coils in all conceivable 
sizes, listed by their inductance, mounting style, etc. By far, the 
easiest way to work with inductors is to go buy an exact duplicate 
when you need it. 

Shorted power transformers 

A common source of problems in electrical circuits is the short 
circuit. The trick is in determining just where it is. It is usually 
somewhere in the load circuit, but infrequently, the problem 
might be in the power transformer. You could waste hours going 
through every single component in the load circuit and tearing 
your hair out because everything checks out fine, when the prob¬ 
lem is really in the power supply itself. Be aware of this possibil¬ 
ity, although it is definitely the exception, rather than the rule. 

A handy “quick-and-dirty” test is to disconnect everything 
from the secondary (or secondaries) of the power transformer. 
When you do so, the transformer should drive no external load at 
all. Next, plug in the device and wait 10 to 20 minutes. Feel the 
case. Is it abnormally warm? Some heat is to be expected, but if it 
is abnormally warm under these conditions, the power trans¬ 
former is probably shorted. If the case is too hot to touch comfort¬ 
ably, there is definitely a problem with the power transformer. 

You’ve narrowed down the problem to the power trans¬ 
former, since nothing else is getting power, so no other com¬ 
ponent can be the source of the excessive heat. Nor can the 
transformer be overloaded, since it is running with no load at all, 
so the current drawn from its secondary winding(s) should be 
zero. The only possible cause for this heating is some shorted 
windings within the transformer itself. The transformer must be 
replaced or rewound. 

You can use a dynamometer-type wattmeter for a more exact 
test. A good power transformer with no load should give a very 
small rating, only 5 W or less in a large power transformer. This 
small wattage is a result of the normal iron loss effects within the 
transformer, which is why some heat is inevitable. A higher watt¬ 
age reading with no load is a clear indication of trouble. 

Not all wattmeters will work properly for this test. You must 
use a dynamometer type, with both a voltage coil and a current 
coil. Such a wattmeter will have four terminals, instead of just 
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two. If you don’t have a suitable wattmeter handy, you can make a 
simple, crude, but reasonably effective wattmeter with an ac 
voltmeter (the ac volts section of your multimeter) and a 1 Q 
power resistor in series with the ac circuit to be monitored. 


Checking the turns ratio of a transformer 

A power transformer consists of two coils closely wound around a 
single core. Passing an ac voltage through one coil (the primary) 
will induce a proportionate ac voltage in the other coil (the sec¬ 
ondary). Note that some transformers have multiple secondary 
windings with a single primary. The induced voltage across the 
secondary winding might be the same as the input voltage applied 
to the primary winding, but usually it will be different. The rela¬ 
tionship between the input and output voltages is determined by 
the relative number of turns in each winding. There are three 
basic combinations: 


Type 

Step-down transformer 
Isolation transformer 
Step-up transformer 


Output voltage 
compared to 
input voltage 

lower 

same 

higher 


Secondary 
turns compared 
to primary 

fewer 

same 

more 


The turns ratio is defined by the number of turns in the pri¬ 
mary winding divided by the number of turns in the secondary 
winding. Since this ratio will correspond to the proportional volt¬ 
ages, you can also define the turns ratio in terms of the primary 
and secondary voltages: 


Turns ratio = 


Primary voltage 
Secondary voltage 


Let’s see how this works with a few quick examples. In all 
cases, assume an input (primary) voltage of 120 V. 

First, let’s say the output (secondary) voltage is 24 V. This is a 
step-down transformer with a turns ratio of: 


Turns ratio = 

= 5 greater 

The turns ratio of a step-down transformer is always greater 
than 1. 
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For the second example, the output (secondary) voltage is 
also 120 V. This is an isolation transformer. The turns ratio in this 
case is: 


Turns ratio = 

= l 

The turns ratio of an isolation transformer is always exactly 1. 

Finally, let’s look at a step-up transformer with an output 
(secondary) voltage of 500 V. This time the turns ratio works out 
to: 


Turns ratio = 

= 0.24 

The turns ratio of a step-up transformer is always less than 1. 

In practical electronics work, when you run across a trans¬ 
former that may or may not be bad, it is helpful to know either the 
transformer’s rated primary and secondary voltages or the turns 
ratio. (In the United States, it is generally safe to assume that the 
primary voltage of a power transformer is probably 120 Vac.) If 
just a few turns are shorted in one of the transformer’s windings, 
it might look fine using the resistance test described earlier in this 
chapter, but there could still be a significant difference in second¬ 
ary voltage for the rated primary voltage because the turns ratio 
has been altered. 

As an example, let’s use the 120 V: 24 V step-down trans¬ 
former from an earlier example. You already know the turns ratio 
of this transformer is 5. For every turn in the secondary winding, 
there are five turns in the primary winding. Assume there are 100 
turns in the primary winding. This means there must be 20 turns 
in the secondary winding. 

Now, let’s say four turns in the secondary winding are 
shorted. This will remove less than an inch from the effective 
length of the conductor, so the difference in the resistance proba¬ 
bly will be negligible. It may even be indetectable. However, the 
turns ratio of the transformer has been changed. Instead of 100/20 
(5), the new turns ratio is: 

rp 100 

Turns ratio = —— 

16 

= 6.25 
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By rearranging the turns ratio equation, we can prove that 
the output (secondary) voltage of the transformer is equal to the 
input (primary) voltage divided by the turns rattio. That is: 

_ , lx Primary voltage 

Secondary voltage- Turn, ratio " 

_ 120 
6.25 

= 19.2 V 

The output (secondary) voltage of this transformer will be too low 
because of a few shorted turns in the secondary winding. 

Fortunately, it is not too difficult to perform a direct voltage 
test on a transformer. First, remove the ordinary circuit load. 
Place a resistor across the secondary winding to serve as a simple 
known load. To determine the proper resistor value, you need to 
know the intended output (secondary) voltage and the approxi¬ 
mate current drain of the normal load. You can often get a good 
estimate current value from the circuit’s fuse rating. 

Once you know these factors, at least approximately, just use 
Ohm’s law to determine the value of the load resistor. 

For example, let’s say a 24 V step-down transformer normally 
drives a load that draws 50 mA (0.05 ampere). The required load 
resistance in this case is equal to: 


= 480 Q 

A standard 470 Q. resistor will probably be close enough. 

Be careful. In most cases you cannot use a standard V 2 W or 
W resistor. You will probably need a larger power resistor. To 
determine the required wattage rating, just multiply the voltage 
and the current: 

P = E X I 
= 24 X 0.05 
= 1.2 W 

In this example, the load resistor must have a wattage rating 
greater than 1.2 watts. 

The next step in the test procedure is to measure the actual 
input (primary) voltage. Sometimes ac power lines might run a 
little high or, more commonly, a little low. Of course, this differ- 
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ence will affect the secondary or output voltage. For example, if a 
transformer is rated for an output of 24 V with an input of 120 V 
(turns ratio = 5), but the actual input voltage is only 110 V, the ac¬ 
tual secondary voltage will be reduced to: 

„ , ljt Primary voltage 

Secondary voltage - - y - rm ra ,^- 

_ 110 
5 

= 22 V 

Now, measure the voltage drop across the load resistor, as 
illustrated in Fig. 6-9. Do you get the expected secondary voltage? 
If you get a reading more than about 10 percent off from what it 
should be, the transformer is probably defective. 


^ Fig. 6-9 This is the test 
r J hook-up for checking 

the turns ratio of a 
transformer. 


Rewinding transformers 

Usually, when a transformer tests bad, you will be inclined to 
simply discard it and replace it with a new transformer of the 
same specifications. Unfortunately, it is sometimes difficult to 
find an exact replacement for a specific transformer. Occasion¬ 
ally, you will run into a problem with physical size. The available 
replacement transformer might have the same electrical specifi¬ 
cations as the original unit, but if it has a larger body, it might not 
fit into the available space in the equipment being serviced. 

Even if you do find a suitable replacement transformer, these 
devices are generally rather expensive. In some cases, it might 
make good economic sense to try to repair the defective original 
transformer by rewinding it, rather than simply replacing it. An¬ 
other reason you might need to rewind a transformer is if you 
can’t find one with quite the required turns ratio. By rewinding 
the secondary, you can redesign the transformer’s specifications 
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to suit your requirements. To aid you in such repairs, this section 
will discuss the procedure for rewinding a transformer. 

Note that rewinding a transformer is a very picky, time- 
consuming job. It takes a lot of patience, good concentration, and a 
steady hand. Many electronics technicians simply aren’t temper¬ 
amentally suited for such work. For them it would always be 
worth the extra expense to seek out and purchase a replacement 
transformer of the required type. Before attempting such a repair 
to save on the cost of a new transformer, you should also consider 
what your time is worth. 

We will only cover the procedure for rewinding the second¬ 
ary winding of a transformer. It is possible to rewind a trans¬ 
former’s primary winding, but this procedure is almost always 
more trouble than it’s worth. 

Try to avoid attempting such repairs on transformers with 
multiple secondary windings. The design of the specific trans¬ 
former in question also will help determine the suitability of such 
a repair attempt. In some transformers, the secondary winding is 
on top of the primary winding. Such transformers are usually re- 
windable. Other transformers, however, have the primary wind¬ 
ing on top of the secondary winding. This arrangement is more 
common in step-up transformers than in step-down transformers. 
Repairing this type of device would be excessively difficult and 
time-consuming. It probably would not be worthwhile. 

When attempting to rewind a transformer, it is vital to work 
slowly, carefully, and gently. Never use force. 

If you intend to change the turns ratio, you must use a trans¬ 
former with the correct core size. The more power passing 
through the transformer, the larger the core must be. A chart for 
roughly determining the cross-sectional area of a transformer 
core is given in Table 6-1. Of course, if you are reducing the sec¬ 
ondary voltage, there should be no problem. These cores sizes are 
the minimum for each wattage level. 

Electrically, it doesn’t matter if the transformer’s core is too 
big, although the device will be physically bulkier than it needs to 
be. The key point is that you cannot reasonably expect to make 
too large a change in the original transformer’s output power. For 
example, if the transformer was originally rated for 24.6 V at 
1.5 amps, you should be able to rewind it for 30 V at 1 amp, or 18 V 
at 1.75 amps, but not 35 V at 3 amps. The core would be too small, 
and the transformer would burn itself out and possibly damage 
other components in the circuit. It also might be a fire hazard. 
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Table 6-1 The cross-sectional 
area of a transformer's core limits 
its power-handling capability. 


Cross-sectional area Maximum 

in square inches power in watts 


1.00 

1.25 
1.50 

1.75 
2.00 

2.25 

2.75 
3.00 

3.25 

3.75 
4.00 


45 

50 

65 

75 

120 

150 

230 

275 

330 

440 

520 


To begin the rewinding process, you must first open up the 
transformer. Remove all screws or anything else holding the 
transformer together. The body of the transformer (the core) is 
made up of multiple sheets of laminated metal. During manufac¬ 
ture, these laminations were soaked in a special enamel and then 
baked, so they are tightly sealed to one another. The enamel pro¬ 
tects the transformer from environmental contamination and 
helps prevent annoying transformer buzz. Unfortunately, it also 
makes it difficult to remove the laminations. 

You must individually break the coat of enamel holding each 
lamination in place. Be very careful when doing so. If you use too 
much force, your tool could slip and damage the transformer’s 
wires. Too much damage to the wrong wires could render the 
transformer unrepairable. 

You are likely to damage a few of the laminations themselves, 
especially the first few, which are almost always the hardest to 
remove. They have the most enamel, since they are on the out¬ 
side. If you ruin a few laminations, don’t worry too much about it. 
Because you will be reassembling the transformer by hand, all the 
original laminations won’t fit back into place anyway. Just try to 
work as carefully as possible and not damage too many of the lam¬ 
inations. 

The best way to remove the first few laminations is to use a 
small screwdriver. Attempt to work the blade between the top¬ 
most lamination and the next one. A few gentle taps with a ham- 
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mer can help push the screwdriver’s blade between the lamina¬ 
tions. Do not use hard blows. Be aware that this process is likely to 
damage the blade of the screwdriver, so do not use an expensive, 
precision tool. A small, cheap screwdriver is not hard to find and 
will do the job. The blade should be as narrow as possible. 

Work the blade gently back and forth between the lamina¬ 
tions until you manage to break them apart. This procedure is dif¬ 
ficult until you get the hang of it. 

After you have removed a few laminations, you will almost 
certainly come across some that are I shaped. An I-shaped lamina¬ 
tion will do a better job than the screwdriver, so make the switch 
as soon as you can. 

After removing the laminations, you can unwind the second¬ 
ary of the transformer. Do so slowly and carefully, at a time and 
place where you are unlikely to be disturbed in the middle of the 
job. Be careful not to break or tangle the wire, especially if you in¬ 
tend to reuse it in the new winding. Keep track of the number of 
turns in the secondary winding. To rewind the transformer for 
the original specifications, you will need to use exactly the same 
number of turns. If you intend to change the turns ratio, you will 
still need to know how many turns there were so you can perform 
the necessary conversion. 

If you are repairing a transformer with shorted windings, you 
should not attempt to reuse the original wire in the new second¬ 
ary winding. Use enameled wire of the exact gauge as the original. 
You also will need to use new wire if the new secondary winding 
calls for more turns than were used in the original transformer. 

To determine the number of turns required for a different 
secondary voltage, determine the original number of turns per 
volt. Just divide the total number of turns in the original second¬ 
ary winding by the original output voltage: 

where TV is the number of turns per volt, T 0 is the total number of 
turns in the original winding, and E is the original secondary volt¬ 
age. As an example, let’s say you have a 24.6 V transformer with 
125 turns in its original secondary winding. The turns per volt for 
this transformer is: 


. 125 
" 24.6 


= 5.0813 
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Now, if you want to rewind this transformer for a new sec¬ 
ondary voltage of 18 V, just multiply the desired voltage by the 
turns-per-volt value: 

NT = En X TV 
= 18 X 5.0813 
= 91.4634 

where NT is the number of turns required for the new secondary 
winding, En is the desired output voltage, and TV, of course, is the 
turns-per-volt value derived previously. 

Don’t worry too much about the fractional turns. In this ex¬ 
ample, 91.5 turns would certainly be close enough. Actually the 
difference between 90 or 91 turns and 92 or 93 turns will be negli¬ 
gible. Make the new winding as close as possible to the calculated 
number of turns, but don’t be obsessive about it. 

The current-handling capability depends on the wire’s 
cross-sectional area. To use the transformer for more than its orig¬ 
inally rated current-handling capability, you might need to use a 
heavier gauge wire. I don’t really recommend doing so. 

In most cases, you should use new enameled wire for the new 
secondary winding. The original wire might have physical strain 
and kinks as a result of being tightly wound so long, then being 
unwound and rewound. There also might be chips in its insulat¬ 
ing enamel, which could eventually result in shorted turns. If you 
were very careful in unwinding the original coil, however, you 
might be able to reuse the original wire, if you wish. Do not reuse 
the original wire if you are repairing a defective transformer, es¬ 
pecially one with shorted turns. You’ll just be rebuilding a defec¬ 
tive transformer. 

Wrap the wire around the core as closely as you can. Do not 
leave any space between turns so you get the maximum number 
of turns in the minimum amount of space. We guarantee you 
won’t be able to get the windings as tight as they were in the origi¬ 
nal manufactured unit, so your rebuilt transformer is likely to be 
a little bulkier. This is okay. 

When you finish one layer of turns, put some kind of insula¬ 
tion over it before you begin the next, overlapping layer. You can 
use wax paper, electrician’s tape, or any other thin, insulating 
material, provided that it is capable of withstanding the maxi¬ 
mum voltage of the winding. Apply this insulating material as 
tightly and as wrinkle- and bubble-free as possible to prevent ex¬ 
cessive bulk. 
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Once you have completely wound the new secondary, you 
must reassemble the transformer’s laminations. Some will be 
E shaped; others will be I shaped. They fit together as illustrated 
in Fig. 6-10. Because you are working by hand, and the trans¬ 
former was originally machine-assembled, it is almost a sure bet 
that you’ll end up with a few laminations left over—typically 
about two to four of each type (E and I) if you are good at such deli¬ 
cate work. If you can’t fit these extra laminations back into the 
transformer’s core, just discard them and don’t worry about it. 
These omitted laminations will lower the power rating of the 
transformer slightly, but the difference is not likely to be signifi¬ 
cant or even noticeable. Of course, if you end up with a dozen or 
more laminations left that won’t fit back into the core, you better 
derate the power-handling capability of the rebuilt transformer 
somewhat. 



Fig. 6-10 The laminations of a transformer's core fit together like a simple 
puzzle. 

Finally, replace all the original screws and other hold-down 
devices that you removed from the original transformer. 

Testing integrated circuits, 
modules, and PC units 

Printed-circuit units are appearing in radios and TV sets in large 
numbers. These devices range from a simple RC integrator used 
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in vertical sync circuits to the equivalent of a whole amplifier cir¬ 
cuit, each in one sealed package. Admittedly, these units are im¬ 
possible to check in detail because you can’t get into them to test 
individual parts. However, there is at least one reliable check you 
can do: an output check. 

In the integrated circuit, check to see that the proper compos¬ 
ite sync signal is present at the input. If it is not found at the out¬ 
put, the unit is probably bad. This method can be used on any 
module. Three things must be carefully checked before any 
printed-circuit unit is condemned: the supply voltages and cur¬ 
rents; the input signal; and the output signal. 

For instance, if the modular circuit is an audio amplifier, it 
will need a certain amount of dc voltage supply and draw a cer¬ 
tain amount of current. With 0.5 V of audio signal on the input, it 
has a normal output of 5 V. If the unit meets these specifications, 
look elsewhere for the trouble. Don’t replace units at random. 
Make definite tests and be positive before you replace any units. 

The scope and signal generator can tell you if a stage is defi¬ 
nitely bad by checking input vs. output. If it is bad, don’t overlook 
the supply voltage. 

A quick check for microphones 

There’s a good, quick check for almost all microphones, espe¬ 
cially the common dynamic and crystal types: Make them talk, 
rather than listen. Any microphone can reproduce sound, as well 
as pick it up. For instance, if you have a tape recorder that won’t 
record, the first question is whether the trouble is in the mike or 
the amplifier. Feed an audio signal into the mike and listen. 

You can use an audio-signal generator or any audio signal 
from a radio or TV set. It takes only a very small signal to make a 
mike talk. A dynamic microphone is nothing but a specially built 
dynamic speaker. Crystal mikes won’t talk as loudly as dynamics, 
but even the variable-reluctance types used in communications 
work will talk. 

Incidentally, this is a good quality check for microphones if 
the complaint is distortion in the sound output of a PA system or 
transmitter. By feeding a music or voice signal into the mike and 
listening to it, you can detect dragging voice coils, buzzes, etc. — 
defects that would distort the sound pickup. Also, if you happen 
to have a replacement cartridge for the type of mike you are test¬ 
ing, you can easily make A-B comparison tests of the sound qual¬ 
ity of each. 
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This test can be reversed, too. If you have a complaint of pos¬ 
sible mike trouble, hook up a small dynamic speaker to the mike 
input and talk into it. If the mike input is high impedance, use an 
output transformer to bring the low voice-coil impedance up 
enough to work. Actual high-impedance mike transformers will 
be up around 50,000 Q, but you can use almost any output trans¬ 
former. One of the old 25,000 Q transformers is good, but the test 
will work with even a 10,000 Q type. 

If you’re checking for possible mike distortion, hold the mike 
at least 10 to 12 inches away as you talk. You'll be surprised at the 
quality of the sound. Transistor radio speakers make good test 
mikes because of their tiny size. 

Checking phono 
cartridges with the scope 

When you have low gain in record-playing systems, one of the 
first things to determine is whether the trouble is in the cartridge 
or amplifier. The scope is a quick check for the cartridge. With its 
high-gain vertical amplifier, you can use it as a sensitive ac volt¬ 
meter. 

Put a single-tone test record on the turntable, disconnect the 
cartridge leads at the amplifier (although this isn’t really neces¬ 
sary if they’re soldered in), and hook the vertical input of the 
scope to the hot wire, as shown in Fig. 6-11. Set the vertical gain 
control of the oscilloscope to give about 1 inch deflection for a 1 V 
p-p input. Put the stylus on a band of continuous tone — say 400 
Hz. For the average crystal cartridge, the output will be from 1 to 3 
V. 



Fig. 6-11 An oscilloscope can be used to check a phono cartridge. 

If you want to make a frequency run on the cartridge, you can 
do it even with a narrow-band scope. Most of these scopes will go 
up to at least 50 kHz without trouble. You’ll need a test record 
with a band of all frequencies on it, starting at 30 Hz and going to 
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20 to 30 kHz, at the same output level. Several test records of this 
type are available. You also can use this test on the whole ampli¬ 
fier. 

One valuable application of a scope test is checking stereo 
cartridges for equality of output in the two channels. Use a test 
record with a monaural band at about 400 Hz or a stereo band 
with equal outputs in the two channels. Several test records have 
this band for checking speaker phasing, channel balance, etc. Just 
read the output from each side of the cartridge; the two should be 
the same. 

Cartridge tests also can be made with an ac VTVM. The read¬ 
ings will be the same as with the scope: 1 to 3 V p-p. Even an AC- 
VOLTS scale on the VOM will do, although the meter must have a 
sensitivity of at least 10,000 £2 per volt on ac. The low input im¬ 
pedance of the VOM reduces the readings. They average from 0.3 
to 0.4 V, where the scope reads 1 to 3 V. Crystal and ceramic phono 
cartridges should work into a load impedance of 3 to 4 M. 

Impedance checker for speakers 

Impedance, or ac resistance, is generally difficult to measure. It is 
nowhere near as straightforward as dc resistance. For dc resis¬ 
tance, 100 Q is 100 Q, and that’s that. It doesn’t matter what 
signal is flowing through the resistive component. Impedance, 
on the other hand, is frequency-dependent. A component that has 
a 100 Q impedance for a signal of 200 Hz might have an imped¬ 
ance of 38 Q when the signal frequency is changed to 500 HZ. 

For speakers, the situation is further complicated because 
the intended signal is a complex combination of multiple- 
frequency components. To make some sort of comparison possi¬ 
ble, a standard test signal of 1 kHz (1,000 ohms) is assumed in de¬ 
fining the impedance of a speaker. The test signal is a pure sine 
wave, to avoid confusion from harmonic-frequency components. 

The circuit shown in Fig. 6-12 is designed to test speaker im¬ 
pedance by comparing the speaker being tested with a known 8 Q 
speaker. A suitable parts list for this project is given in Table 6-2. 

IC1 and its associated components (Rl through R5 and Cl 
through C3) form a simple sine wave oscillator. The component 
values suggested in the parts list will give a signal frequency very 
close to 1 kHz. 

Fortunately for this type of testing, high precision in the sig¬ 
nal frequency isn’t required. This simple circuit’s frequency will 
be close enough for our purposes. If you prefer, you can replace 
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Fig. 6-12 This circuit can be used to test the impedance of loudspeakers. 


Table 6-2 The parts list for the speaker 
impedance checker circuit of Fig. 6-12. 


IC1 

741 op amp 

C1,C2 

0.01 uF capacitor 

C3 

0.022 uF capacitor 

R1, R2, R5 

15K 1/2 Watt 10% resistor 

R3 

3.3K 1/2 Watt 10% resistor 

R4 

10K trim pot 

R6 

1K potentiometer 

T1 

audio impedance matching transformer 
primary = 1K 
secondary = 8 ohms 

SI 

small 8 ohm speaker 
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this sine wave oscillator circuit with almost any other sine wave 
oscillator. The nominal signal frequency should be 1,000 Hz, and 
the signal amplitude should be between 3 and 10 V. 

When you first set up this circuit, you must calibrate the 
oscillator circuit. Simply adjust trimpot R4 until you hear the 
clearest, purest tone from the speaker. If you are a perfectionist, 
you can use an oscilloscope to monitor the output of ICl. Again, 
adjust trimpot R4 until the oscilloscope shows the most distor¬ 
tion-free sine wave. 

This is a set-and-forget type of control. It might be a good idea 
to use a drop of nail polish, glue, or paint to hold the trimpot’s shaft 
in place once you have calibrated it to prevent the need for fre¬ 
quent recalibration. This is a particularly good idea if you will 
move the tester around a lot. 

The sine wave signal is fed through an impedance-matching 
transformer (Tl) to give it a nominal impedance of 8 £ 2 . The im¬ 
pedance of the speaker under test (connected to the circuit’s test 
terminals) is compared to the impedance of the reference speaker 
(8 £ 2 ). The two speakers to be compared are in a bridge configura¬ 
tion, along with the two halves of potentiometer R6. This portion 
of the circuit is redrawn as an equivalent circuit to give you a 
clearer picture of the bridge. When the two halves of the bridge 
have an equal resistance (or impedance), the oscilloscope will 
show a deep null. 

You can easily make a calibrated dial for this tester by attach¬ 
ing known small-valued resistors across the test terminals and 
marking the dial for the null point. For example, you might start 
out with an 8 Q resistor. While watching the oscilloscope, slowly 
adjust potentiometer Rl for the deepest null. Mark the potenti¬ 
ometer’s position “8” on the dial. Repeat this procedure for resis¬ 
tances to match each of the standard speaker impedances: 3.2 £ 2 , 
4 £ 2 , 8 £ 2 , 16 £ 2 , 32 £ 2 , 40 £ 2 , and 100 £ 2 . 

Now, when you connect an unknown speaker across the cir¬ 
cuit’s test terminals, you can adjust potentiometer R6 until you 
get the deepest possible null as indicated by the oscilloscope. 
Read off the approximate value from your calibrated dial. Some¬ 
times you will get a speaker that falls between two standard cali¬ 
bration points. That’s o.k. Just interpolate the value, or round it off 
to the nearest standard impedance value. 

If you do not have an oscilloscope handy, you can substitute a 
pair of headphones and listen carefully for the maximum audible 
null. This method is a little less precise and requires more con- 
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centration. You also will have to make an effort not to be dis¬ 
tracted by the tones being produced directly by the two speakers. 

Testing diodes 

You can test a semiconductor diode with an ohmmeter, but you 
must be careful. Some semiconductor diodes are designed to han¬ 
dle only very small voltages. Too high a test voltage could damage 
or destroy the diode you are attempting to test. 

To be safe, use an ohmmeter that uses a battery voltage of no 
more than 1.5 V. Some multimeters use up to a 9 V battery to 
power the ohmmeter section. It is a good idea to test unknown 
diodes on the highest range of your ohmmeter because, at these 
higher ranges, the ohmmeter has greater internal resistance, 
limits the current more, and puts less voltage across the diode 
connected to the test leads. We’ve found that, for most common 
semiconductor diodes, the upper resistance ranges give the easi¬ 
est to read results anyway. 

Measure the resistance across the diode from anode to cath¬ 
ode. Connect the ohmmeter’s positive lead to the anode, and the 
negative lead to the cathode. This arrangement forward-biases 
the diode. You should get a very low resistance reading. The exact 
value will depend on the specific type of diode being tested. Some 
diodes have a forward-bias resistance of about 1 to 10 Q. Others 
might have forward-bias resistances of just a few tenths of an 
ohm. A few diodes might have higher forward-bias resistance. 

Now, reverse the test leads. Connect the positive lead to the 
diode’s cathode, and the negative lead to the anode. Now you 
should get a very high resistance reading because the diode is re¬ 
verse-biased. On some diodes, the reverse bias might be just a 
couple hundred ohms, while others will exhibit resistances well 
into the megohm (millions of ohms) range. Most semiconductor 
diodes will have a reverse-bias range of at least several kilohms. 

It is usually relatively easy to tell the anode from the cathode 
on a semiconductor diode. Often a stripe around one end of the 
component’s body will indicate the anode, as illustrated in Fig. 
6-13. Some diodes have a tapered body at the anode end, as shown 
in Fig. 6-14. Even if there is no visual indication at all, however, 
this test procedure will indicate which is which, assuming the 
diode is good. 

For quick, general-purpose go/no go diode testing, you just 
want to make sure the diode exhibits a low resistance in one di- 
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Fig. 6-13 On some diodes, 


Cathode - 


-Anode the anode is indicated by a 

stripe. 


Cathode- 



Anode 


Fig. 6-14 On some diodes, 
the body is tapered on one 
end to indicate the location 
of the anode. 


rection (when it is forward biased) and a significantly higher re¬ 
sistance when the applied test voltage has its polarity reversed 
(the diode is reverse biased). If you get a low resistance in both di¬ 
rections, the diode is shorted and should be replaced. If you get a 
high resistance in both directions, the diode is open and should be 
replaced. For the most part, a semiconductor diode is either good 
or bad. When it goes bad, it is almost always shorted or open, so 
this test is sufficient. 

In some cases, you might be concerned with the exact specifi¬ 
cations of the diode. The most important factor is the/ront-to-back 
ratio of the diode, a ratio of the forward-biased resistance to the 
reverse-biased resistance: 



where FBR is the front-to-back ratio, R f is the resistance when the 
diode is forward-biased, and R r is the resistance when the diode is 
reverse-biased. 

For example, if the forward-bias resistance is 75 Q, and the 
reverse-bias resistance is 12,500 (12.5K), the front-to-back ratio 

is equal to: 


FBR = i^“ 


/.O 

= 156.667 


Is this reading good or bad? That depends entirely on the in¬ 
tended specifications for the diode in question. You must com¬ 
pare your test results with the manufacturer’s specification sheet 
for that type number, or you can make direct comparisons with a 
diode of the same type that is known to be good. This example is 
probably a good diode. Usually if there are problems, they will re¬ 
sult in lower front-to-back ratios. 
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Replacing transistors 

It is often difficult to find an exact brand-name replacement for a 
bad transistor, especially one from an older, discontinued set. 
Foreign-manufactured equipment tends to include a lot of unusu¬ 
ally numbered parts. 

Many component manufacturers offer a line of general re¬ 
placement devices, and all good technicians should have as many 
cross-reference guides as they can find. Unfortunately, it is not a 
good idea to place too much faith in any cross-reference guide. 
The recommended replacements are always just close approxi¬ 
mations, not exact duplicates. A guide might list transistor A as a 
replacement for transistor B, and it will probably work great in 99 
percent of the circuits using transistor B. But you may have the 
exceptional circuit. Also, don’t assume that the replacements can 
work in either direction. That is, just because A is listed as a re¬ 
placement for B, don’t assume you could use B as a replacement 
for A. 

The best cross-reference guides are ones that include data 
and specifications for each device. Generally, you will be most 
concerned with the voltage and current ratings and the cutoff fre¬ 
quency. The other specs are also important, of course, but in most 
applications they offer more room for error. When in doubt, or if 
you run into problems, use a replacement transistor with slightly 
higher ratings than the unit you are replacing. 

Derating components 

A component circuit designer should take the power-handling 
capabilities of each component of the circuit into account. If the 
original component is rated for 250 V, don’t replace it with one 
rated for only 100 V. Even if the circuit works correctly with the 
substitution, the underrated replacement component will be 
subject to premature failure. You’ll just need to replace it again 
soon. 

In some cases, the component originally installed by the 
manufacturer might be significantly overrated because of parts 
availability or some other reason. For example, we have seen 
ceramic disc capacitors rated for working voltages of 500 V in 
pocket radios that operate off of a standard 9 V battery. It is highly 
unlikely that the component will ever see any voltage coming 
even remotely close to 500 V in this circuit. In this case, you can 
safely substitute a capacitor with a lower voltage rating. 
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Usually things aren’t quite so obvious. The general rule of 
thumb is to never substitute a component with a lower voltage or 
power rating than the original component unless you are abso¬ 
lutely sure that the manufacturer overrated the component for an 
electrically irrelevant reason (such as parts availability or cost). If 
there is any doubt, don’t make the substitution. You might just be 
asking for trouble in the future. 

On the other hand, you usually can overrate the voltage or 
power ratings of your replacement components. For example, 
you can replace a 2.2K, V* W resistor with a 2.2K, % W resistor. All 
you will have to worry about is whether or not the new, heftier 
component will physically fit. 

In some cases, a manufacturer might have cut corners or the 
circuit designer might have erred, and the original component 
might not be adequately rated, or just barely so. If you service a 
number of units of a given piece of electronic equipment and re¬ 
peatedly come up against a specific capacitor being burnt out, the 
odds are that its working voltage rating just isn’t good enough for 
the operation of the equipment. In this case, you definitely don’t 
want to use an exact replacement. Substitute a capacitor with the 
same capacitance value, but with a somewhat higher working 
voltage rating. This replacement will often give the equipment 
much greater reliability. We are constantly shocked by how often 
manufacturers use inadequately rated components, even in 
high-grade equipment. 

As a rough rule of thumb, never expose any component to 
more than 75 to 80 percent of its maximum voltage or power rat¬ 
ing during the normal operation of the circuit. For example, never 
expect a capacitor rated for 250 V to handle more than about 188 
to 200 V, and a 0.25 W resistor shouldn’t have to carry more than 
about 0.2 W in the normal operation of the circuit. This rule will 
leave some headroom for the component to handle any unex¬ 
pected transients or overvoltage conditions without unnecessary 
damage. 


www.engbookspdf.com 


7 

TV tests 


Let’s begin by discussing dc current measurements in the sweep 
and high-voltage circuits. In all tube-type TV sets, both color and 
black-and-white, all the power used by the horizontal-sweep and 
high-voltage circuits is supplied through the horizontal output 
tube. You can tell a lot about the condition of such circuits by 
reading this current and comparing it to the normal value given 
on the schematic. Each likely trouble condition is indicated by its 
effect on the current. A leakage, short, or low-drive condition will 
make the current go up; an open circuit will make it go down. Dis¬ 
connect parts to check the effect on the current to get the neces¬ 
sary “split” in the circuit to find a starting point for diagnosis. A 
typical circuit is shown in Fig. 7-1. 

To measure the current of the horizontal output tube, put the 
tube on a special test adapter that breaks the cathode circuit. 
Then, connect a dc milliammeter in series with the cathode and 
read the total tube current. If you want to, deduct the 12 to 15 mA 
of screen-grid current to get the exact plate current. However, 
this step isn’t usually necessary; use the total current. 

Figure 7-2 shows how to build the test adapter. Clean out the 
base from a dead octal tube having all eight pins. Mount an octal 
socket on top. Run all pins except the cathode straight through— 
1 to 1,2 to 2, and so on. If you use solid No. 20 wire, it will hold the 
socket firmly on the base. If it becomes loose, you can cement the 
socket in place. Bring leads for measuring the cathode current out 
the side, as shown—one lead from the socket terminal, the other 
from the base pin. Use test-lead wire, which is very flexible and 
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well insulated, for these. Put pin tips on the ends to match the 
jacks on your VOM. 

Check the tube manual to make sure which pin is the cath¬ 
ode of the tube in the set you are testing. For the older tubes in 
black and white TV, such as 6BQ6,6CU6, and 6DQ6, pin 8 is used. 
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In the 6DQ5 tubes used in a great many color TV sets, pins 3 and 6 
are the cathode. In the 9- and 12-pin types such as 6JE6, that are 
used in color sets built after about 1965, pin 3 is the cathode. 
(You’ll probably have to buy special test adapters for these tubes 
because you can’t use the tube base; it’s made of glass. However, 
test adapters are available, and can be converted.) 

In many sets, pins 3 and 6 are tied together at the socket; in 
most cases, pin 3 seems to be the favorite for making the ground 
connection. The service manuals specify opening this ground 
lead to hook up the milliammeter, but to do so, you must take the 
chassis out of the cabinet. With a suitable adapter, you can take 
the same reading from the top and save a lot of time. 

Normal current will be specified. After a little practice, you’ll 
learn the average current drain for the popular tube types. For ex¬ 
ample, 6BQ6 tubes should draw about 95 mA maximum; 6DW6 
tubes can carry up to 120 to 130 m A safely; and 6DQ5s in color sets 
draw up to 185 to 200 mA. If you find a new tube type, check the 
tube manual to determine its safe cathode current, and to learn its 
pin connections. 

Measuring very high voltages 

In black-and-white TV, it’s uncommon to check the high voltage. 
Use the CRT screen as an indicator. If it’s bright enough, assume 
that the high voltage is okay; it usually is. In color TV, however, 
the high voltage must be held within a fairly tight tolerance to 
avoid purity troubles, etc., so you must measure it. To do so, you 
need a dc voltmeter with a scale of at least 30,000 V. The easiest 
way to get such a range is to use an external multiplier probe with 
your regular dc voltmeter. 

Multiplier probes are made with high-voltage insulating 
housings to keep the user’s hands as far from the hot stuff as possi¬ 
ble. The flanges are placed on the base to make the insulation path 
long. Inside the probe, a special high-voltage resistor—made by 
depositing a carbon film on a glass cylinder and then coating the 
whole thing with a high-voltage insulating plastic—is held be¬ 
tween spring mountings that keep the contacts tight. The probe 
housing is sealed to keep out any moisture which might cause fla- 
shovers along the multiple resistor when the probe is in use. A 
VOM with a high-voltage probe is shown in Fig. 7-3. 

If you have a 20,000 Q per-volt VOM, you can set it to the 0 to 
300 Vdc scale (to make the math simpler). What you need is a 
meter with a total resistance of 30,000 times 20,000, or (3 X 10 4 ) 


www.engbookspdf.com 


196 TV tests 


High 

voltage 

probe 


VOM 

20,000 n/v 



Fig. 7-3 In dealing with very high voltages, it is necessary to use a high- 
voltage probe with the VOM. 


(2 X 10 4 ) = 6 X 10 8 £2, or 600 M. A 20,000 £2 /V meter already has 
300 X 20,000 or 6 M, on its 0 to 300 V scale, so subtract this num¬ 
ber from the total. This leaves a probe resistance of 600 M — 6 M, 
or 594 M. With a 594 M probe connected, the 0 to 300 V scale of the 
meter is multiplied by 100 and reads 30,000 V full-scale. 

You can use a multiplier probe with any meter, provided you 
use the correct multiplier resistance. Find the resistance of the 
VOM on the scale you want to multiply (full-scale voltage reading 
multiplied by the £2/V rating), then figure the total resistance 
you’ll need to make the meter-probe combination read as high as 
you want. Subtract the meter resistance from this total. The re¬ 
mainder is the resistance you need in the multiplier probe. Probes 
are available in a variety of resistance values at radio distributor’s 
stores. 

For a VTVM or TVM, you have to use a slightly different 
method to determine the multiplier resistance. When you change 
ranges on a VOM, you change the meter resistance (0 to 3 V scale, 
60,000 £2; 0 to 300 V scale, 6 M; etc.). On VTVMs and TVMs, the 
total input resistance stays the same for all scales. This resistance 
could be 11 M, 16 M, or whatever the instrument designer de¬ 
cided to use. 

To figure the probe resistance, you use the same principle as 
before, but you get a different result. Say you have a 0 to 500 V 
scale and you want to make it read 0 to 50,000 V. This calls for 
multiplication—multiply by 100. First find the input impedance 
of the VTVM. Say that this is 11 M, a common value. Of this resis¬ 
tance, 1 M is in the regular dc-volts probe, so the resistance of the 
internal voltage divider is 10 M. In most VTVMs, the regular volts 
probe is disconnected and the high-voltage multiplier probe 
plugged in its place, so the meter has a resistance of 10 M. To mul¬ 
tiply readings by 100, multiply the input resistance by that figure, 
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obtaining 1,000 M as the required meter-plus-probe resistance. 
Subtracting the 10 M you already have, the multiplier resistor in 
the probe will be 990 M. 

Here’s the difference between the VOM and the VTVM: since 
the input resistance on a VTVM never changes, multiply all the dc 
voltage ranges by the same figure when you hook up the high- 
voltage probe. Even the 0 to 3 V range becomes 0 to 300 V, etc. 

If the regular probe resistor stays in the circuit when the 
high-voltage probe is attached, consider that fact when figuring 
out the high-voltage resistor value. In the case just figured, 
if meter resistance was 11 M, the multiplier would be 1,100 M — 
11 M, or 1,089 M. One popular meter uses a 22 M input resis¬ 
tance with a 7 M resistor in dc-volts probe. By removing this 
probe, you have 15 M left; so a 100:1 multiplier would require 

1.500 M — 15 M, or 1,485 M. You’ll find the exact input resistance 
of your own meter in the instruction book. 

Measuring focus voltages in color TV 

In color TV, you often need to check the focus voltage. The best 
way is to take this reading right at the base of the color TV CRT to 
make sure that this important voltage is getting to where it is used. 
Also, check the action of the focus control to see if it gives the 
proper amount of variation. This variation is usually 4,000 to 

5.500 Vdc. This voltage comes from the flyback, through a special 
rectifier — sometimes a small tube, sometimes a special high- 
voltage silicon rectifier. 

In the original 21-inch color tubes and in many later ones, the 
focus electrode is pin 9 (check the schematic to make sure). You 
usually can tell just by looking at the set — many CRT sockets 
leave a blank space on either side of pin 9 to provide more insula¬ 
tion for the high focus voltage. The focus voltage is measured with 
a high-voltage probe, as illustrated in Fig. 7-4. 

There’s an easy way to make a focus voltage measurement. 
You need to make contact on the base pin of the CRT itself. This is 
hard to do if the CRT socket is pushed tightly on (as it should be). 
In some sets, you can pull the socket back j ust a little and get at pin 
9 with a thin test prod. However, some of the other pins might not 
make good contact if you do. The answer is to make up a gadget 
that will let you get at this pin without disturbing any of the 
others. 

One such device is a small clip made out of spring wire, as in 
Fig. 7-5A. Slip this clip over pin 9, and then push the socket back 
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Fig. 7-4 A high-voltage probe can be used to measure the focus voltage of a 
picture tube. 
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Fig. 7-5 Different test clips are useful for different purposes: (A) Home¬ 
made wire probe for single-pin access. (B) Needle-point test-prod. 
(C) Clip with insulation-piercing pin. 



tightly. Touch the meter prod to the exposed end. (Just make sure 
that the meter prod is the only thing that touches; 5,000 V can 
bite!) 

Another method is to use a needle-point test prod, as in Fig. 
7-5B. Fit this prod to a short piece of test-lead wire with an alliga¬ 
tor clip on the other end. Now lay the regulator high-voltage 
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probe on top of the cabinet or on the bench, with the clip hooked 
to the end. You can use the insulation-piercing clip, too, as in Fig. 
7-5C. The use of test clips like these leaves your hands free to ad¬ 
just controls, etc., and keeps them as far as possible from that “hot 
stuff.” Just be sure that the exposed ends of probes, etc., are 
far enough away from grounded parts so that there won’t be a 
flashover when you turn the set on. 

To check focus, turn the set on with the meter attached and 
move the focus control and see if it gives enough range of 
adjustment—4,000 to 5,500 V for the average color set. Check the 
raster for normal, sharp focus of the scanning lines. In most sets, 
this occurs between 4,600 and 5,000 V; but in a few cases, you’ll 
find voltages higher or lower than this amount. As long as you can 
get a good, sharply focused raster, it’s okay. 

If the focus voltage should be lower than about 10 percent, go 
to a higher scale and read the high voltage. The trouble could be 
caused by something in the horizontal output tube, flyback, 
damper, yoke, etc. If it is, then both focus and high voltage will be 
low by the same percentage. If focus voltage is down 40 percent 
and high voltage only 10 percent, look for trouble in the focus- 
rectifier circuits, etc. If the percentages are reversed — focus volt¬ 
age only 10 percent low and high voltage 40 percent low—check 
the high-voltage rectifier, voltage regulator, and the circuits that 
affect only the high voltage output. 

Checking color picture tubes with a VOM 

Your VOM can be a pretty good picture-tube tester, especially 
with color CRTs. One of the best ways to measure the quality of 
any picture tube is to read its beam current, which is the cathode 
current. It runs 300 to 400 flA maximum in most black-and-white 
tubes, and about the same for all three guns (total) in color picture 
tubes. 

Many color TV sets have provisions for unplugging each 
cathode lead of the picture tube, as shown in Fig. 7-6, so the tech¬ 
nician can adjust the beam currents of the three guns, if there 
happens to be a phosphor imbalance (this isn’t as common as it 
once was). The three cathode leads are usually provided with 
push-on connectors that fit onto a terminal board on the back of 
the chassis. In some sets, you’ll find the leads soldered to a termi¬ 
nal board. 

As you can see, the red cathode lead goes through a small re¬ 
sistor, and the other two go to adjustable resistors. These are the 
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Fig. 7-6 Many color TV sets have provisions for unplugging each cathode 
lead of the picture tube for testing purposes. 

drive controls and are intended to help the technician get a true 
black-and-white screen when he’s setting up the color tempera¬ 
ture. They’re used for making the screen color “track” when the 
brightness is turned up and down, so that it stays black and white. 
(In color sets, the video or brightness signal is applied to all three 
cathodes of the color picture tube.) 

To check beam current, unhook the cathode of the gun you 
suspect. Connect a 0 to 1 mA dc meter in series with it. Turn the 
set on and adjust the screen for average brightness; you should 
read about 100 flA (0.1 mA) on each gun, within about 10 percent. 
If one of the guns has an exhausted cathode, its beam current will 
be very low, and nothing you can do—such as turning up that 
screen voltage, etc. —can bring it up to where the other guns are 
running. Use the currents of the other two guns as a standard; all 
three should match. 

If one gun has a heater-cathode short, you’ll probably see all 
green or all red, whichever one is faulty. Checking the cathode 
current of the defective gun will probably show you that it is run¬ 
ning up to 1 or 1.5 mA instead of the normal 100 fl A. The bright¬ 
ness controls will have no effect. Measuring the cathode-grid 
voltage will probably show you that this gun has 0 bias. (Note: If 
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you read 175 V on the cathode and 175 V on the grid, that gun has 0 
bias. The difference voltage between grid and cathode is what you 
read. Example: cathode has 150 V and grid has 125 V. That means 
the grid has a —25 V bias on it.) 

If this test shows that a gun is bad, verify it by checking the 
color CRT on a good CRT tester. If you get the same answer, then 
the gun is probably bad. Considering how expensive color picture 
tubes are, never take the word of only one test before deciding 
that a color tube is bad. The trouble might be in the operating volt¬ 
ages; check all dropping resistors, supply voltages, etc., before 
making up your mind that it’s the tube. As said before, the volt¬ 
ages and operation of the other two guns are handy as a standard 
because all are fed from the same supply in most sets. 

Extension cables for testing TV tuners 

TV tuners are simple—only a few circuits. However, they can be 
hard to get to without the right tools. If you can bring a tuner out 
where you can get to things, servicing isn’t bad at all. 

Many tuners today are separate — connected to the chassis 
by wires, with a coaxial cable to the IF input. You can remove the 
tuner and leave the chassis in the cabinet. In many cases, how¬ 
ever, these wires aren’t long enough to leave a console on the floor 
and have the tuner up on the bench. The solution is to make up a 
set of extension wires with a terminal board on one end, as shown 
in Fig. 7-7. Use different colored wires so that you can easily keep 


Extension wires 
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them straight. If the tuner wires are soldered, disconnect them 
one at a time and tack the extension wires in their place, fastening 
the ends of the original wires under the terminal screws. If the 
tuner has a plug-in cable, you can make up a plug-and-socket ex¬ 
tension cable for about 50 cents. 

The IF output cable from the tuner is often a plug-in type, 
with plugs like those used on phonographs. Make up an extension 
for it, too, with a lug and socket. Any kind of small coax will do 
because you’re only adding a very few picofarads of shunt capaci¬ 
tance. The picture and sound come through in surprisingly good 
shape. 

You can make a rack to hold the tuner while it’s on the bench, 
or just block it up with a couple of empty boxes. Now you can test 
alignment, make voltage measurements, and make gain checks, 
etc. a lot more easily than before. Except for the IF output, you can 
set up all the alignment adjustments of the tuner while the tuner 
is on the extension cables. You can adjust the IF output easily 
after the tuner is back on the original cable. 

A quick tuner gain check 

Here’s a test that will help you isolate that troublesome stage in a 
tuner or clear a stage of suspicion. You can use a signal generator, 
but your bench TV antenna works just as well. If there is too much 
snow in the picture, it is usually a case of tuner trouble. The only 
question is, “Which stage?” By using this signal-tracing method, 
you can pin it down in a hurry. 

Figure 7-8 shows the signal path of a fairly typical cascode 
tuner. Starting at point A, hook the antenna to the input termi¬ 
nals. If the picture is very bad (snowy) and the station is known to 
give a good, clear picture on a normal set, there’s trouble. Using 
the antenna as a signal source, make gain checks through the 
tuner to find out which stage isn’t doing its job. 

The antenna has a 300 £2 balanced impedance. The output 
impedance of the balun coil is 75 £2, unbalanced. However, by 
grounding one side of the lead-in, use the other side and get a sat¬ 
isfactory match for what you want. Put a capacitor of about 100 pF 
in series with the other side of the lead-in, just in case dc blocking 
is needed to keep from shorting out bias or dc voltages. In some 
tube circuits, you can leave out this capacitor, but it is essential 
for transistor tuners. If the capacitor is not used in a solid-state 
tuner, the bias on the RF transistors could have damaging results. 
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To be on the safe side, always use a small dc-blocking capacitor in 
this type of test. 

First, touch the free end of the capacitor to point B, the output 
of the balun. If the picture clears up, the balun coil is bad. If there 
is no improvement, keep on going. If you get a better picture by 
touching down at point C, the first half of the cascode circuit is 
bad. Change the tube and check the dc voltages. If this shows no 
improvement, then go on to point D, the mixer grid. If you get a 
better signal by touching here, then the RF amplifier is faulty. 

Checking for operation of 
the 3.58-MHz color oscillator 

For a loss of color or color sync, one of the first things to find out is 
if the 3.58 MHz oscillator is running. In the circuit used for many 
years in RCA sets, this procedure is not difficult. Feed the burst 
and 3.58 MHz signals into a phase detector. This stage is exactly 
like the common horizontal-afc phase detector or an FM ratio- 
detector circuit. 

To check the oscillator activity, measure the dc voltage de¬ 
veloped across one of the phase-detector diodes. In normal opera¬ 
tion the two develop equal voltages of opposite polarity, so you 
can read either one. 
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To eliminate the influence of any incoming signal, short the 
input of the burst-amplifier to ground. If the voltage isn’t high 
enough, adjust the bottom core of the 3.58 MHz oscillator trans¬ 
former for a peak reading on the voltmeter. Then, remove the 
short on the burst-amplifier input and adjust the burst-phase 
transformer for a maximum voltage reading. If there is trouble in 
any of this circuitry, these voltage readings will promptly tell you. 

Testing for presence of high 
voltage, horizontal sweep, etc. 

The TV screen is dark; is there any high voltage? Is the horizontal 
output tube working? Is the horizontal oscillator working? You 
can answer these questions very quickly with a scope. 

Hold the scope probe near the plate lead of the horizontal 
output tube. Don’t touch the plate cap; the pulse voltages there 
will break down the input capacitors of the scope and can cause 
other damage. You don’t need to touch it, anyway. You’ll get 
plenty of pattern height from the tremendous pulse voltages, as 
you can see in Fig. 7-9. 
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Fig. 7-9 Even without touching the plate lead of the horizontal output 
tube, a scope will still display plenty of pattern height. 

Check the horizontal oscillator frequency at this point by 
using the frequency-set method outlined earlier. If you see too 
many or two few cycles, the horizontal oscillator might be so far 
off frequency that the output stage will not work. 

To check the high-voltage rectifier tube, hold the probe near 
its plate lead, or even near the bulb. You’ll see the same pattern, 
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but with much higher spikes since the pulse voltage is very high 
at this point if the output tube and flyback are okay. Holding the 
probe near the high-voltage rectifier output lead to the picture 
tube also will show you these spikes if the filtering is okay. A pat¬ 
tern with small waves on the horizontal parts, however, as in 
Fig. 7-10, indicates a severe ringing in the flyback or yoke. In a few 
cases, an open high-voltage filter capacitor can cause this symp¬ 
tom. Also, trouble in the horizontal-linearity coil or capacitors, or 
a bad balancing capacitor in the horizontal yoke, can make this 
kind of pattern. 



Fig. 7-10 This oscilloscope pattern indicates severe ringing in the flyback 
or yoke. 


If you see high spikes when you hold the probe near the high- 
voltage rectifier plate, but none on the dc output lead to the pic¬ 
ture tube, the high-voltage rectifier is very apt to be dead. There 
usually will be good-sized spikes on this lead, even though its 
voltage is supposed to be filtered. 


Checking for 

high voltage with a neon tester 

A neon lamp will glow in a strong electric field. Such a field exists 
around the flyback and the plate leads of both the horizontal out¬ 
put tube and the high-voltage rectifier in all TV sets. Special high- 
voltage testers are made in the form of a rod of insulating material 
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with a neon lamp in a clear plastic housing on one end. If you hold 
one of these lamps near the plate lead of the high-voltage rectifier 
and it glows brightly, you know that the horizontal output tube 
and flyback are working. There is definitely a good deal of energy 
around there. If there is no dc high voltage, the high-voltage recti¬ 
fier tube is probably bad. 

A neon lamp also will serve as an indicator of the presence of 
energy around the plate lead of the horizontal output tube, al¬ 
though the lamp won’t glow as brightly as it will when near the 
high-voltage rectifier plate. The RF field here isn’t quite as strong, 
but there will be a definite glow. 

Setting a horizontal oscillator on 
frequency by comparing with video 

You’ll find many TV sets in which the horizontal oscillator is ob¬ 
viously off frequency. In some, the oscillator can be thrown so far 
off by misadjusted controls that you lose the raster, boost voltage, 
etc. (Children and unqualified technicians are sometimes to 
blame.) You need a quick way to check the frequency of the oscil¬ 
lator. 

Once again, you will use a comparison method. The standard 
is the horizontal-sync pulses of the video signal. Hook up the 
scope with a low-capacitance probe and pick up a signal at the 
video-amplifier plate. Adjust the scope sweep to about 7,875 Hz 
until you see two horizontal sync pulses on the screen, as illus¬ 
trated in Fig. 7-11. Set the frequency control and sync lock of the 
scope to hold them as steady as possible. 

Without touching the sweep controls of the scope, move the 
probe over to the horizontal-oscillator circuit. The grid of the hor¬ 
izontal output tube is a good place to pick up a signal. You can ad¬ 
just the vertical-gain controls to keep the pattern on the screen, if 
necessary. Without touching the scope sweep controls, adjust the 
horizontal-hold control, coils, etc., until you get two cycles of the 
horizontal frequency on the scope screen, as shown in Fig. 7-12. If 
misadjustment was the only trouble, your raster will come back 
and you can use the TV screen to make the final adjustment. 

Testing frequency in 
vertical-oscillator circuits 

If you need to test the frequency of the vertical oscillator and see 
no picture for some reason (no high voltage, no picture tube, etc.), 
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Fig. 7-11 To set the horizontal oscillator frequency, first adjust the oscillo¬ 
scope to see two horizontal sync pulses on the screen. 



Fig. 7-12 Without touching the scope's sweep controls, make the neces¬ 
sary adjustments to get two cycles of the horizontal frequency on 
the screen. 

you can make the test with a scope. Compare the oscillator signal 
with the video signal used to test horizontal-oscillator frequency. 
Set the scope frequency to show two or three cycles of video sig¬ 
nal, near 30 Hz. You can now see the vertical sync pulses, as in 
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Fig. 7-13. Again, the pattern is badly blurred, but all you need are 
the two vertical sync pulses: the bright pips at the top of the wave¬ 
form at the right and center. (You can spread this pattern and 
make it easier to see, but we have deliberately used this blurred 
pattern to illustrate how easy it is to identify the sync pulses.) 
Move the scope probe to the vertical-oscillator circuit and adjust 
the vertical-hold control to show two cycles.There is another 
way. Set the scope for line sweep, which is a 60 Hz sinusoidal 
sweep instead of the sawtooth. Now feed in a pulse from the verti¬ 
cal-oscillator circuit. By juggling the vertical- and horizontal-gain 
controls, you can make the trace an oval, or even a circle (See Fig. 
7-14.) The notch is the spike from the vertical oscillator. If you see 
only one notch, and it’s standing fairly still on the circle, the ver¬ 
tical oscillator is running at 60 Hz. If the frequency is off 1 Hz, the 



Fig. 7-13 This oscilloscope display shows the vertical sync pulses. 


This procedure is often needed in transistor TV sets that have 
several ailments at the same time. For example, in one brand, if 
the vertical circuits are out of adjustment, the vertical-output 
stage will draw such a heavy current that it will kick the circuit 
breaker, causing you to waste time looking for nonexistent shorts. 
Setting the vertical oscillator on frequency will eliminate this 
problem, even if you have no high voltage and can’t see a raster. 
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Fig. 7-14 By juggling the vertical and horizontal gain controls, the trace can 
be made an oval or a circle. 

Finding the cause of sync 
clipping with the scope 

If you find a TV with a case of sync clipping, or sync trouble of any 
kind, there are several possible causes. The only quick way to find 
the trouble is to separate the various possibilities with a scope. 

To begin, check the video signal at the sync takeoff point. You 
can use the direct probe on the scope since this is a high-level sig¬ 
nal. You should see a normal video signal, as shown in Fig. 7-15. 
The sync tips form 25 percent of the total height of the pattern, 
and the video forms the other 75 percent. If you find such a pat¬ 
tern, the video detector and video output are okay; the trouble is 
actually in the sync-separator circuits. 

If, however, you find something that resembles the trace 
shown in Fig. 7-16, don’t go to the sync separators yet. There’s 
trouble before that point. Notice that here the sync tips are so 
compressed that they are not actually visible. The video is about 
normal, but there is little sync. This kind of trouble is usually 
caused by a bad tube in the tuner or IF stages, incorrect voltages 
on the IFs, incorrect age voltages, or even a bad video-detector 
diode. 
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Fig. 7-16 This trace indicates problems ahead of the sync separator circuits. 


The symptom in the signal shown in Fig. 7-17 is the exact op¬ 
posite. It is referred to as white compression. This signal is also a 
clipped waveform, but notice that the sync tips are normal in 
height. It’s the video that is being clipped. The result is a nice, 
clean raster (no snow) with the picture signals visible only as 
vague outlines on a very bright background. In bad cases, you 
usually have to turn the brightness far above normal to see any¬ 
thing. 

The most common cause of this symptom is a video output 
tube that is very weak or gassy, or has heavy grid emission. In 
some cases, a bad video-detector diode will do it; you’ll have to go 
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Fig. 7-17 This trace indicates a problem known as white compression. 


by the scope patterns on the input and output of the video ampli¬ 
fier. If the signal is clipped on the video-amplifier grid, the trouble 
is being fed into the tube and does not originate there. If you do 
suspect the video amplifier, replace the tube first, then check for 
correct operating voltages, especially grid bias. 

White compression is sometimes confused with a weak pic¬ 
ture tube because of the loss of contrast. However, there is one 
basic difference: if white compression is the trouble, the picture 
tube will still be able to make a very bright, well-focused raster. If 
the CRT is weak, you’ll have very low brightness, and probably 
loss of focus, especially in highlights. With white compression, 
highlights smear out but are very bright. If you get about 50 V p-p 
of good clean video at the grid or cathode of the CRT but still have 
a poor picture, then suspect the picture tube. 

Finding sync troubles with the scope 

When you encounter sync troubles, there’s only one instrument 
that will tell you anything useful: the scope. You can find all sync 
trouble in the least time by following the sync signal from the 
point of origin through the various sync-separator and amplifier 
stages until you find the point where it disappears. Voltage and re¬ 
sistance checks will then pinpoint the cause of the trouble. 

Because most of these are high-impedance circuits, use the 
low-capacitance probe to keep from disturbing them too much. 
Start at the sync takeoff point, which is usually in the plate circuit 
of the video-output stage. Make sure the composite video signal is 
there — with plenty of sync — before you go any further. The sig¬ 
nal should look like the one shown in Fig. 7-18. You might see 
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Fig. 7-18 The composite video signal should contain strong sync pulses. 

signs of video compression, and in fact, the signal in the figure 
shows a sync-to-video ratio that is closer to 50:50 than to the 
25:75 ratio you look for in the full video signal. However, this 


waveform was taken off at a point lower in the video-output cir¬ 
cuit than the full video signal applied to the picture tube. 

The correct scope patterns for various points in the sync cir¬ 
cuit usually are shown in the service data or on the schematic 
diagram. For instance, the stripped signal might be similar to 
Fig. 7-19 after the video has been clipped. This is the type of pat¬ 
tern seen at the input to the vertical integrator in many sets. The 
sharp spikes are vertical sync; the rest are horizontal sync pulses. 



Fig. 7-19 After the video has been clipped, the stripped signal might look 
like this. 

Vertical sync 

Vertical-oscillator circuits depend mainly on the amplitude of the 
sync for proper operation. Horizontal sync works mostly on phase 
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and will lock in on a weak signal far longer than will the vertical. 
So, any weak-sync condition will show up as vertical-roll troubles 
first. 

To check for sync amplitude, hook the scope to the vertical 
oscillator circuit. Figure 7-20 shows a typical pattern on an oscil¬ 
lator grid, and Fig. 7-21 shows one as seen on a plate. If you turn 
the vertical-hold control so that the blanking bar rolls slowly 
down, the vertical-sync pulses appear as pips on the waveforms. 
Although some vertical oscillators lock satisfactorily on less sync 
than this, it’s always nice to have a sync pulse of this amplitude for 
good, tight-locking action. 



Fig. 7-20 This pattern should be found at the base (or grid) of a vertical 
oscillator circuit. 



Fig. 7-21 This pattern should be found at the collector (or plate) of a verti¬ 
cal oscillator circuit. 
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Ordinarily, you just look at this waveform to get a good idea 
of the sync amplitude (in proportion to the amplitude of the full 
waveform). If you want, read the sync-pulse amplitude by itself. 
Kill the vertical oscillator and take a reading of the sync at either 
the grid or the plate of the vertical oscillator—depending on 
where the sync-injection point is in the circuit. In all cases, it will 
be found at the output of the vertical integrator, coming from the 
last sync-separator or sync-amplifier stage. The amplitude of sync 
for the set getting tested is usually given on the schematic. In most 
circuits, sync fed to a grid is positive-going, and to a plate, nega¬ 
tive-going. 

You can tell if there is any sync in the vertical circuits by roll¬ 
ing the picture down with the vertical hold control. If the blank¬ 
ing bar crosses the bottom of the screen with no hesitation, and if / 
you can also roll the picture up smoothly without any stopping or 
jumping as the blanking bar leaves the screen, there is no vertical 
sync. Normally, as you roll the picture down, you’ll see the 
blanking bar snap out of sight when it gets 2 or 3 inches from the 
bottom of the screen. This indicates good sync-lock. If you turn 
the hold control the other way, the picture should hold to a given 
point, then break loose and travel upward very rapidly. To distin¬ 
guish between the two, most technicians call downward move¬ 
ment rolling and upward movement flipping. In all cases, if you 
can roll a picture slowly and smoothly upward, there is sync trou¬ 
ble. 


Horizontal sync and afc checking 

Horizontal sync circuits are just as easy to check as vertical cir¬ 
cuits. In many sync circuits, you’ll find composite sync at the out¬ 
put of the sync separator: Vertical and horizontal sync pulses are 
separated by resistor-capacitor networks. The low-frequency 
vertical sync goes through large capacitors, with good-sized by¬ 
pass capacitors that shunt the higher frequency horizontal sync to 
ground. The horizontal sync goes through very small capacitors, 
which have a high reactance to the low-frequency vertical pulses. 

The typical horizontal afc circuit is a phase comparer. The 
horizontal sync from the TV signal is compared in phase to a pulse 
from the horizontal oscillator. This pulse sometimes is taken from 
the oscillator itself, sometimes from a special winding on the fly¬ 
back. Both signals usually are shaped into a sawtooth waveform 
by resistor-capacitor networks. Figure 7-22 shows a typical saw¬ 
tooth found on an afc diode plate. 
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Fig. 7-22 A typical sawtooth wave signal found at the age diode anode (or 
plate). 

Check for the presence of both sawtooth waveforms and 
compare their amplitudes to the values given on the schematic. 
As noted, horizontal sync works on phase, so the amplitude isn’t 
too crucial. However, it must have a certain minimum value be¬ 
fore the afe circuit will work properly. 

The easiest way to check an afe circuit is by the process of 
elimination. Take it out of the circuit by shunting the horizontal 
oscillator grid, etc. Then see if the oscillator will work alone. If so, 
it will make a single, floating picture on the screen. Now put the 
afe back; the picture should lock in and stay in sync. If replacing 
the afe makes the picture go out of sync, or if the picture continues 
to float (no sync), then the afe circuit must be bad. 

If the afe uses a pair of diodes, check them—preferably by 
substitution, but you can check them for front-to-back resistance 
ratio, or shorts, or opens, etc. If the diodes are okay, then check the 
little sync-coupling capacitors, the 82 to 100 pF micas. These ca¬ 
pacitors have been known to leak; if they do, they could upset the 
dc balance of the afe circuit. Also, check all resistors and capaci¬ 
tors. There are only six or eight of them in an afe circuit, and they 
must all be good if the set is to work properly. 

TV signal tracing and gain checks 
with an RF or AF signal generator 

You can check out a video-amplifier stage, video-detector stage, 
or video IF stage with an RF or AF signal generator. The audio 
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output from the RF signal generator can also be used if you don’t 
have a separate AF generator. Figure 7-23 illustrates the pattern 
when a square-wave audio signal (about 600 Hz) is fed into the 
input of the video amplifier of a black-and-white TV set. Notice 
the sharp horizontal bars on the screen. (You also can use this test 
to adjust the vertical linearity. Note the compression near the top 
of the screen.) 



The contrast of the bars is used to check out the gain of the 
video amplifier. The input signal level should be 2 to 3 V p-p in 
single-stage video amplifiers like this one. In color TV video¬ 
amplifier stages, check the schematic for the average level of 
video output. If a low-level signal is needed and the attenuator of 
the signal generator won’t go down that far, you can make up a 
simple resistive voltage divider as described earlier. Don’t over¬ 
load the input, especially in the video stages of transistor TVs. 

A scope pattern of the signal in Fig. 7-24 is shown in Fig. 7-25. 
Notice that there is some distortion of the square wave. If a video 
amplifier has a very wideband output and if test conditions are 
just right, you see an almost perfect square wave — up to about 
10 kHz, with sharp, clean bars on the CRT. However, the set used 
for this test produced a very acceptable picture, so don’t be overly 
critical. 

You can often improve the scope pattern at the output by tak¬ 
ing off the picture-tube socket and picking up the signal at the grid 
or cathode pin of the socket. This method substitutes the input 
capacitance of the scope for that of the picture tube and sharpens 
the pattern. The pattern of Fig. 7-25 was made with the CRT still 
hooked up. 

A sine-wave signal can also be used. In fact, you can feed an 
amplitude-modulated RF signal into the input of the set’s video IF 
stages and see the resultant on the screen, as in Fig. 7-26. (The 
contrast of the bars also gives you a good idea of the condition of 
the picture tube.) This is a valuable shortcut test when the big 
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Fig. 7-24 The pattern when a 6 00 Hz square wave signal is fed to the input 
of the video amplifier. 



Fig. 7-25 The oscilloscope pattern for the signal in Fig. 7-24. 


question is whether the trouble is in the video IF or in the tuner. If 
an RF signal at the picture IF frequency (modulated by a 400-Hz 
sine wave) passes through the IF stages, video detector, and video 
amplifier and makes a pattern on the screen, then you can be 
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Fig. 7-26 The result when an AM RF signal is fed into the video IF stages. 


fairly sure the trouble is in the tuner, especially if the original 
complaint was “no picture” or “white screen.” 

Figure 7-27 shows what a weaker signal looks like on the 
screen. The bars are pale and the retrace lines show up. By check¬ 
ing several working TV sets with your own RF generator and not¬ 
ing the setting of the output attenuators when you get a good black 
pattern on the screen, you can make rough gain checks on the IF, 
etc. If you have to use twice the normal amount of signal to get a 
good black-bar pattern, something is weak. By starting at the 
video detector and working back toward the tuner, you can locate 
a weak or dead IF stage. 

In fact, you can check video-detector diodes with this test. If 
an IF signal fed into the input produces very pale bars, but an 
audio signal fed into the video-amplifier grid produces good, 
sharp bars with plenty of contrast, then the video-detector diode 
could be leaky or open. When making this test, check the setting 
of the age control. If the age is too negative, it will cut the IF gain 
and make the picture weak and washed out. 
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Fig. 7-27 A weaker signal looks something like this. 


Signal tracing with the 
scope and color-bar patterns 

If you run into trouble in the video IF or video-output stages, sig¬ 
nal-trace through these circuits with the scope to find where the 
signal stops or loses gain. If you have an easily identified pattern, 
the job will be easier. Such a pattern can be supplied by the signal 
from a bar RF/IF dot generator set for the color-bar signal or the 
crosshatch. In circuits where the signal is still RF, such as the 
video IF, you need a crystal-detector probe on the scope. After de¬ 
tection, you can use the direct probe, although a low-capacitance 
probe is handy in many cases. The main benefit in using this sig¬ 
nal is that it can be readily identified. 

Figure 7-28 shows a crosshatch signal, taken from a video am¬ 
plifier through a low-capacitance probe. Figure 7-29 shows a 
color-bar signal at the same point, taken with a direct probe. The 
square pulse near the right is the horizontal sync bar of the signal. 
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Fig. 7-28 A crosshatch signal taken from a video amplifier through a low- 
capacitance probe. 


■ 


Fig. 7-29 A crosshatch signal taken from a video amplifier through a direct 
probe. 


The set used for these photos was a black-and-white TV, so the 
color-bar signals are not as plain as they are in color sets. Never¬ 
theless, the characteristic shape of the signals can be seen. Most 
bar, dot, and crosshatch signals, displayed on the scope at a verti¬ 
cal rate of 30 Hz, resemble a comb. Check them out on a set that is 
working so you’ll know what they should look like. So far, be 
mainly concerned with amplitude rather than waveform. Don’t 
be too critical of any distortion, at least not yet. However, a test 
pattern can be useful for detecting sync clipping. An example is 
illustrated in Fig. 7-30. 
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Fig. 7-30 This test pattern is useful for detecting sync clipping. 


Using the scope to set the duty 
cycle of a horizontal-output transistor 

Correct adjustment of the oscillator-drive waveform in a transis¬ 
tor TV is not as simple as in tube types. The wrong adjustment can 
cause trouble in a hurry, even faster than in tube sets. 

The horizontal-output transistor actually works as a switch; 
it is driven by a rectangular pulse waveform. In some sets, you 
must use the scope to set the ratio of off-time to on-time (duty 
cycle) in this waveform. 

If the on-time is too long, average current will go up, which 
can cause overheating of the junction and even blow the transis¬ 
tor or kick out the circuit breaker. By using the scope to display 
the waveform, measure the ratio between on-time and off-time 
directly. 

The complete procedure is similar to the procedure used in 
the old, faithful synchroguide circuit. Two stabilizing coils are 
used. One controls the oscillator off-time, and the other (which is 
actually resonated at about 40 kHz) controls the on-time. To make 
the preliminary setup, ground the collector of the sync-separator 
transistor and hook a jumper across the sine-wave coil. Now, turn 
the set on and adjust the hold control for the most stationary pic¬ 
ture. The picture floats since there’s no sync or stabilization, but 
you can get a single picture by juggling the hold control. 

The bottom core of the coil (the 40-kHz section) is adj usted for 
a pulse-width ratio of 1:2 (1 on, 2 off). The waveform is shown in 
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Fig. 7-31. The wide pulses should be at least twice the width of the 
narrow ones. If you want the exact recommended figures, the 
narrow pulses (downward-going) are 18 fis, and the wider off- 
pulses are 60.5 //sec. As long as the ratio is greater than 1:2, it’s 
fine. You can determine the ratio by setting the pattern width on 
the scope so that you can measure the two pulses on the calibrated 
screen. 



Fig. 7-31 The bottom core of the coil is adjusted for a pulse width ratio (or 
duty cycle) of 1:2. 

Next, turn off the set and remove the jumper across the sine- 
wave coil. (Do not connect or disconnect anything in a transistor 
circuit with the power on. It’s dangerous. Making or breaking a 
connection could cause transients that would puncture transis¬ 
tors. Turn the set off!) Turn it back on and adjust the top core — 
the sine-wave coil—for a locked-in picture. Remove the scope 
and the job is done. Disconnect the jumper that grounds out the 
sync, too, before you forget it. 

How not to read voltages: 

The "do-not-measure" points in TV 

Now that you know how to read dc voltages at typical points of a 
TV circuit, let’s see about those points that must not be measured: 
the plate of the horizontal output tube, the high-voltage rectifier 
plate, the damper tube, and the vertical output plate. These points 
should be marked DO not measure on the schematic. 

They say do not measure because there is a very high pulse or 
spike voltage present at all times, in addition to the dc plate volt¬ 
age. During normal operation, these spikes reach 15,000 to 20,000 
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V peak. Such spikes of voltage can damage the multiplier resistors 
in your VOM by causing a flashover (internal arcing) in the preci¬ 
sion resistors. These resistors are seldom rated at more than 1 W 
—usually less. Therefore, VOMs should never be subjected to 
this kind of mistreatment. Once a multiplier has flashed over, the 
meter will be inaccurate until it is recalibrated. 

You can read the dc voltage on these TV circuit points if you 
use the right methods. In each case; the voltage is fed through a 
coil—the horizontal or vertical output transformer, etc. So, turn 
the set off and read the resistance of the coil primary. Check this 
value against the value given on the schematic. Now, turn the set 
on and read the dc voltage at the bottom of the coil — the opposite 
end from the plate of the tube. This is where the supply voltage is 
fed in. If it’s okay there, and if the coil winding shows continuity, 
there is plate voltage on the tube in question. 

Blown audio output transistors 

Audio output transistors seem particularly susceptible to blowing 
out. Many technicians have run into problems where they re¬ 
place a blown audio output transistor and the new one immedi¬ 
ately blows out when power is applied. This clearly indicates that 
the blown transistor is just a symptom of some other problem. 

How can you locate the problem without being able to take 
any voltage or current measurements? The solution is to use a 
Variac. Before applying power, plug the set into the Variac and 
adj ust its output to 0. Now turn on the TV and monitor the current 
flowing through the audio output transistor as you slowly in¬ 
crease the voltage from the Variac. Many schematics indicate 
how much current should be flowing through this transistor. 

Generally, TV audio stages operate in the class-B mode. In 
this type of circuit, the quiescent (no-input signal) current drain 
should be considerably less than the full-load current drain. If 
you detect any appreciable current drain with a low supply volt¬ 
age, trouble is clearly indicated. 

Dealing with dead sets 

To the average layman, the ultimate equipment catastrophe is a 
completely dead set—no raster, no sound, no lighted indicators, 
no nothing. However, in most cases, a completely dead set is the 
easiest to service. It is certainly less frustrating to work on than 
one with an intermittent problem. 
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When you are faced with a completely dead set, the first step 
is to check the painfully obvious. Is the set plugged in? You might 
be surprised to learn how many service calls are made for un¬ 
plugged equipment. 

Even if the set is plugged in, that is no guarantee that the 
power is being applied to the set. Is the socket live? Is there a 
blown power line fuse? Sometimes just a single socket goes dead, 
so always try plugging something else into the questionable 
socket before drawing any conclusions, for example a lamp. Many 
technicians carry electrical socket testers in their tool kits. These 
devices are handy and quick. In addition to giving a clear indica¬ 
tion of power, they also indicate whether or not the socket is prop¬ 
erly grounded. These simple testers only cost a few dollars. 

If power is being applied to the set, check the power cord. 
There could be a small break in it. Many sets have detachable 
power cords. Make sure the cord is fitted into the set properly and 
securely. 

Better quality sets normally have internal fuses, or more 
commonly, circuit breakers. If the fuse is blown, obviously it 
should be replaced. If the circuit breaker is tripped, reset it. Then 
let the set run for a while. The problem could have been caused by 
a brief transient in the power lines, but there could be something 
wrong within the set’s circuitry. Generally speaking, if the prob¬ 
lem is still present, the fuse or circuit breaker will soon blow 
again. In some cases it blows instantly as soon as power is applied. 

Serving this kind of problem can be rather tricky. After all, 
you can’t take any voltage or current measurements. Do not try 
bypassing the fuse or circuit breaker. Remember, it is blowing for 
a reason. Without the current protection of the fuse or circuit 
breaker, other possibly expensive components could be damaged 
or even destroyed. There might be a risk of fire hazard. 

Try using your nose and eyes. Does something in the circuit 
smell or look burned? Especially look for discolored resistors that 
might have changed values. If anything looks even remotely sus¬ 
picious, take a passive resistance reading. You might have to lift 
one end of the questionable component from the circuit to get an 
accurate or meaningful reading. 

Check the wiring closely for any potential short circuits. 
Once again, the ohmmeter can be useful to eliminate any doubt. 
Watch out for frayed insulation on any jumper wires or bare leads 
that might have gotten bent from their original position. Occa¬ 
sionally, a small glob of solder can break free and rattle about, 
eventually shorting something out. 
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Initially, it makes sense to confine your suspicions to the 
power supply itself. To determine if the power supply is in fact the 
culprit, disconnect it from the set’s other stages. Apply power to 
the supply circuit without any load. If the fuse or circuit breaker 
blows, the power supply is definitely at fault. 

If the power supply seems to work okay without any load, you 
might want to try it with a dummy load. Sometimes a power sup¬ 
ply will work fine unloaded, but the fuse/circuit breaker will 
blow when the supply attempts to drive a load. 

If the power supply seems to work fine when disconnected 
from the rest of the set, try reconnecting other stages one at a time. 
When the fuse/circuit breaker blows, the troublesome circuit is 
on line. 

When the problem is in the power supply itself, which it will 
be more often than not, a good test procedure is to unplug the set 
and discharge all the large capacitors. Then measure resistance 
from various points in the power supply circuit to ground. You 
should find fairly high resistances to ground throughout the cir¬ 
cuit. In most cases, the resistance should be at least 50K, if not 
more. A resistance reading of 0, or close to it, almost surely indi¬ 
cates a problem spot. A moderate reading—say, about 15K to 25K, 
or so — indicates that you are close to the trouble spot, but haven’t 
quite pin-pointed it yet. Shorted capacitors are common causes 
for such problems. 

If some sets, the power supply will be working fine, but the set 
is still completely dead, except perhaps for a power indicator 
light. This can certainly be a frustrating problem, but at least you 
can take voltage measurements. In this circumstance, dc voltages 
generally will be the most useful. If you find a voltage that is sig¬ 
nificantly incorrect or missing altogether, a problem is definitely 
indicated somewhere in that stage of the circuit. Find and correct 
the problem(s) as in any other repair job. 

Work your way through the set’s stages from input to output 
until you turn up the trouble. If the dc voltage tests are unreveal¬ 
ing, go back to the beginning and try ac signal tracing. 
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Special tests 

This chapter includes a variety of unique tests that require 
special techniques with common equipment. 

Measuring peak voltages 
without a voltmeter 

Frequently, you need to know the peak to peak drive signal volt¬ 
age on horizontal output tubes, vertical output tubes, oscillators, 
etc. Normally, you read this voltage on a calibrated scope or with 
a peak to peak reading ac voltmeter. If these instruments aren’t 
available, however, you can always use the low-milliampere 
range or the microampere range of the VOM. 

Open the bottom end of the grid resistor and hook the 
microammeter in series with it. Connect the positive terminal of 
the meter to ground and the negative terminal to the resistor. 
With the circuit in operation, multiply the current you read by 
the value of the grid resistor. The result, according to Ohm’s law, 
is the peak value of the grid voltage. Note that we said peak, not 
peak to peak; the grid conducts current only on the positive-going 
halves of the drive signal. So, to get the peak to peak value most 
often specified in service data, double the value calculated. 

In one actual test, a 6DQ6 tube with a 470K grid resistor read a 
bit over 100/lA. This gives 47 V peak; the signal, measured with a 
calibrated scope, was about 90 V peak to peak. Resistors in such 
circuits aren’t precise; tolerances are 10 to 20 percent. Voltages 
obtained by this method won’t be exact, but they will be accurate 
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enough to give the information needed pertaining to the drive sig¬ 
nal voltage. Remember to double the reading for a peak to peak 
value. 

Using a pilot lamp for current testing 

When you encounter one of those jobs that runs along fine then 
suddenly blows the fuse, it can be expensive as well as annoying. 
Fuses cost money, especially if you blow four or five of them be¬ 
fore you find the short. Make up a test adapter with a pilot-light 
socket wired across a blown fuse, as shown in Fig. 8-1. Use a pilot 
lamp that has a rated current a little higher than the normal drain 
of the circuit. 


Pilot 



For instance, if you’re checking the B+ supply of a TV set 
rated at 200 mA, use a 250 mA pilot lamp—No. 44. There are pilot 
lamps with current ratings all the way from 150 mA (No. 40, 
No. 47) to 0.5 amp (No. 41, etc.). There also are special lamps rated 
as low as 60 mA (No. 49) if you happen to need them. 

When you turn the set on, the pilot lamp will glow a medium 
yellow. You can watch this while you tap, move, heat, or test parts 
in the circuit. If you hit something that is causing the short, you’ll 
see the lamp flare up to a bright blue-white. A dead short will 
blow the lamp out, of course, but pilot bulbs are usually cheaper 
than slow-blow fuses! 

As a matter of fact, Motorola and other two-way radio manu¬ 
facturers have used pilot lights as B+ fuses in power supply for 
several years. If you run into one of these circuits, be sure to use 
the same type of lamp as a replacement; it must have the correct 
current rating. 
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A voltage divider for 
obtaining very small audio signals 

For audio-amplifier testing, you need a source of low-level sig¬ 
nals. Be very careful not to overload the input, in transistor ampli¬ 
fiers especially. Also, you can make a quick check on any audio 
amplifier by feeding in a given number of millivolts and measur¬ 
ing the audio-output power. If the amplifier comes up to specifica¬ 
tions, there’s no need to go any further.This is also a fast way to 
isolate a weak channel on a stereo system. 

You can read the output of an amplifier in watts by substitut¬ 
ing a load resistor of the proper value for the speaker, applying a 
steady signal to the amplifier input, and measuring the voltage 
across the load resistor. The value of power output can be figured 
out by the Ohm’s law equation W = E 2 /R. In many cases, the 
right values of voltage for both input and output are given in the 
service data. 

For instance, an amplifier might call for 2.75 V across the out¬ 
put-load resistor at an input of 300 mV. The problem is to get a 
true 300 mV since most shop-type audio generators don’t have ac¬ 
curately calibrated attenuators. To get the signal needed, use a 
simple resistive voltage divider, as shown in Fig. 8-2. If the upper 
resistor has a value of 700 Q and the bottom resistor is 300 Q and 
you apply exactly 1 V of audio signal, you can take off 300 mV at 
the tap. 

Load 



Voltmeter 

Fig. 8-2 A simple resistive voltage divider can be used to bring the signal 
down to the desired level. 

It might be more convenient to use a 1,000 Q variable resis¬ 
tor, as in Fig. 8-3. Hooked up as a potentiometer, the slider can be 
set with an ohmmeter to give any value of signal output needed. 
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Audio 

generator 


Noninductive 

potentiometer 


- 1 - 

Any voltage less than 1 V 

1 


-O 


-o 


Fig. 8-3 It might be more convenient to usealK potentiometer in the volt¬ 
age divider network. 


Stereo and hi-fi amplifiers designed for low-output magnetic car¬ 
tridges usually call for about 5 to 10 mV, while “ceramic” inputs 
call for 700 mV to 1 V. With the signal-generator output set at a 
given level, the pot can be used to obtain any fraction of this 
amount. This method eliminates the need for accurate measure¬ 
ment of very low signals; all you need to know is the total signal 
across the divider and the way the divider is set up. A carbon po¬ 
tentiometer is best. The inductance of a wirewound pot could af¬ 
fect the accuracy of division at high frequencies. 

A quick test for audio power output 

There’s a quick and dirty test for audio power output if you don’t 
want to bother with calibrated resistors. Get a weatherproof lamp 
socket and put a couple of heavy terminal lugs on the wires — 
spade lugs are best. Connect this socket across the high-imped¬ 
ance output taps on the output transformer of the PA system, as 
illustrated in Fig. 8-4. Screw a standard incandescent lamp into 
the socket of a wattage to match the power you want to check. For 
example, on a 50 W amplifier, use a 50 W lamp; for a 30 W ampli¬ 
fier, use a 25 W lamp (the nearest commercial size). 

Now fire up the amplifier and feed in an audio signal. If you 
have the rated power output, the lamp will light. If a 50 W ampli¬ 
fier will light a 50 W lamp to a good white or about normal bril¬ 
liance, that’s it. 

The impedance match is closer than you’d think on the 500 Q 
output. A 25 W lamp, for instance, draws about 0.21 amp; plugging 
this value into the formula W = I 2 R gives a hot resistance of about 
570 Q, which is fine for all practical purposes. If you want, you can 
parallel two 25 W lamps across a 250 Q output and get a fairly 
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Lamp to 
match rated 



close match on a 50 W amplifier. This method isn’t good for high- 
power transistor amplifiers because more critical impedance¬ 
matching is needed, especially in the output-transformerless 
types. For them, use the exactly matched load resistor mentioned 
in the earlier test. 

Measuring amplifier output 
power with a multimeter 

The lamp test for audio amplifier output power described pre¬ 
viously is sufficient for some purposes, but it is obviously a very 
crude and inexact test. If you need a more exact indication of an 
audio amplifier’s output power, you can use an audio wattmeter, 
but such a device is not a standard element on most electronics 
workbenches. If you do a lot of work with audio amplifiers, you 
probably will want to buy a good audio wattmeter, but most tech¬ 
nicians will only have an occasional need for such an instrument. 
Rather than clutter up your work area a lot of equipment that will 
spend most of its time just gathering dust, you might want to use 
your general test equipment. 

For this test, you will use a signal generator or audio fre¬ 
quency oscillator and a multimeter. It doesn’t much matter if the 
multimeter is of the analog or digital type in this application. 

The signal generator can put out almost any simple ac wave¬ 
form. A sine wave would probably be the best choice, but this is 
hardly critical. A frequency of 1000 Hz (1 kHz) would be the ideal 
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for performing this test procedure, but again this isn’t terribly 
critical. You don’t have to worry about setting the signal fre¬ 
quency precisely. 

The signal generator you use should have a low output im¬ 
pedance, of no more than 600 £2 or so. To prevent overloading the 
inputs of the amplifier being tested, it is highly desirable to use a 
signal generator with an attenuator (output signal level) control. 
Set the signal level to suit the specific amplifier’s input require¬ 
ments. For instance, most standard stereo amplifiers call for a 1 V 
input at the auxiliary input jack(s) to drive the amplifier to its full 
power output, which is exactly what we want in this test. 

The basic test setup is illustrated in Fig. 8-5. Set up the multi¬ 
meter to read ac volts. Notice that a load resistor is used in place of 
the loudspeaker at the output of the amplifier to avoid the com¬ 
plexities and possible misreadings that might result from the ac 
impedance of the speaker’s voice coil. Things will be much 
simpler if only straight dc resistance is involved. 



Fig. 8-5 The basic test setup for measuring amplifier output power with a 
multimeter. 

The resistor’s value should be equal to the nominal imped¬ 
ance of the speaker, For most modern stereo amplifiers, this 
amount will probably be 8 £1 Other common values you might 
encounter are 4 £1 and 16 £ 2 . Some PA amplifiers might call for 
speakers with higher impedances. In most cases, the correct out¬ 
put impedance value will be indicated on the back of the ampli¬ 
fier near the output jacks or screw terminals. 

A high-power resistor must be used in this application. The 
resistor’s power rating should be equal to at least the expected 
power output of the amplifier being tested. We strongly advise 
overrating this resistor’s power handling capability by at least 10 
to 25 percent. For example, if the amplifier you are testing is rated 
for 10 W, use a resistor that can withstand at least 11 to 13 W. 
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If the amplifier being tested has any tone controls or filters, 
set them all for flat response while performing this test procedure. 

You can use the ac voltage measured across the load resistor 
to determine the output power with this standard formula: 



where P is the power in watts, E is the measured voltage in watts, 
and R is the value of the load resistor. 

As an example, assume that the load resistor has a value of 
8 £1 Also assume that the amplifier you are testing is rated for 
15 W. 

It is a good idea to first perform this test at less than full vol¬ 
ume. Set the amplifier’s volume control at about one-half to two- 
thirds of full scale. Let’s say we measure an ac voltage of 7.5 V. 
What is the wattage of the amplifier’s output signal? Just plug the 
known values into the equation: 



_ 7.5 X 7.5 
8 

_ 56.25 
8 

= 7.03125 W 

You can round this figure off to 7 W. This seems reasonable for the 
15 W amplifier of the example, so you can proceed. If, however, 
you got a strangely low power level (say, only 2 or 3 W), or an 
oddly high wattage (say, 25 W), there is apparently something 
wrong. Trouble-shoot and correct the problem before proceeding. 
Attempting to run a defective amplifier at full volume might 
cause extensive damage, which is why we performed the test at a 
lower volume first. 

Now, crank up the amplifier’s volume control all the way to 
its maximum setting and repeat the measurement. This time, let’s 
say you got a reading of 11.25 V. The maximum power output is: 

P - 11,252 
8 

_ 11.25 X 11.25 
8 

_ 126.5625 
8 

= 15.820312 W 
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This is close enough to your expected rated value of 15 W. It’s a bit 
high, but not excessively so. The difference might be due to sev¬ 
eral causes, including accumulated measurement errors, compo¬ 
nent tolerances, or possibly the manufacturer simply rounded off 
the actual power rating to give a little “fudge room.” 

It will be rare to get a too-high power level. If the amplifier is 
malfunctioning, it will probably give a much lower than normal 
wattage value. A defective transistor in the amplifier’s circuitry is 
a likely cause. 

This test is useful, but it is still fairly crude. It doesn’t give you 
much information. You know the absolute signal amplitude, but 
you don’t know how badly the signal is being distorted by the am¬ 
plifier or how smooth the frequency response is. The output 
power might be significantly higher or lower at other signal fre¬ 
quencies. Other tests will be needed to identify such problems. 

An oscilloscope can be used to help spot distortion problems. 
Refer back to chapter 5. A test procedure for an audio amplifier’s 
frequency response is outlined in the next section. 


Testing an audio amplifier's 
frequency response 

No practical amplifier circuit is perfect. All practical electronic 
circuits are frequency sensitive, at least to some extent. Not all 
frequencies will be amplified by the exact same amount. Some 
will receive a little extra boost, while others will be attenuated. 
A high-fidelity amplifier is designed to exhibit as flat a frequency 
response as possible. The differences in amplification for all fre¬ 
quencies in the audible spectrum should be nonexistent, or at 
least reduced to a negligible level. For many modern amplifier 
circuits, there are no measurable fluctuations in the audible fre¬ 
quency response. There probably are some, but if they are too 
small to measure, they are almost certainly inaudible. 

The ideal frequency response specification for a high-fidelity 
audio amplifier is 0 dB. This specification indicates a perfectly flat 
response within the stated frequency range. (If no frequency 
range is specified, the standard audible range of about 20 Hz to 
20 kHz (20,000 Hz) can be assumed.) A practical audio amplifier 
might have a frequency response specification like 25 W±1 dB. 
This means that no frequency signal within the audible range will 
be less than 1 dB below 25 W or above 1 dB above 25 W when the 
amplifier is operated at full volume. 
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The decibel (dB) is a comparative value. It has no absolute 
meaning, like the volt. It is a definite, unambiguous unit. But to 
say a certain signal is 1 dB is meaningless unless you say what it is 
being compared to. It is 1 dB above (or possibly below) some refer¬ 
ence point. In audio work, you sometimes will encounter dB 
values with no stated reference. Audio technicians have a stan¬ 
dard, agreed upon reference value of 6 mW (0.006 watts), which is 
equal to 1.9 V across a 600 resistance. For our purposes, if you 
see that an amplifier has a power level of 5 dB, you know that its 
power rating is 5 dB greater than 6 mW. 

It is important to realize that the dB scale is logarithmic, 
rather than linear. A value of 2 dB is not twice as much as 1 dB ion 
the same way that 2 V is twice as much as 1 V. For decibels, a dou¬ 
bling of power is a difference of 6 dB. 

Most analog multimeters have a decibel scale, usually the 
bottommost scale on the dial face. Some deluxe DMMs also might 
have a dB scale, but they are the exceptions, rather than the rule, 
so you will probably want to use an analog multimeter for this 
type of test. 

The centerpoint on the dB scale is marked 0. Readings to the 
right of this point are positive, and readings to the left are nega¬ 
tive. A negative dB value indicates that the measured quantity is 
less than the reference value; a positive dB value indicates that 
the measured signal is higher than the reference value. 

The dB scale on a multimeter is calibrated assuming the 
600 Q audio standard. (Some sources give a standard impedance 
of 500 Q.) In practical terms, the difference is negligible except for 
high-precision tests. If you need that much precision, you should 
be using specialized laboratory-grade equipment anyway, not a 
simple VOM. 

The values printed on the dB scale are valid only for one spe¬ 
cific ac range, usually (though not always) the lowest ac volts 
range the meter offers. For higher ranges, you will need to add a 
specific adjustment factor. The number of dB to be added to the 
reading for each range is usually printed on the meter’s faceplate 
in the lower right corner. For example, a particular multimeter 
might have the dB scale calibrated for the 5 Vac range. For the 
10 Vac range, you must add 6 dB to each reading, and on the 
50 Vac range, you must add 20 dB. If you are operating the meter 
on the 10 Vac range and get a reading of 0 dB, the measured signal 
has a value of 6 dB [0 db (reading) + 6 db + 6 dB (adjustment 
factor)]. 
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To actually make the measurements, use the same setup 
from the output power test described earlier. A signal generator 
drives the amplifier (or other audio circuit or device), and the 
reading is taken off the load resistance. This test setup was shown 
in Fig. 8-5. 

For most audio amplifiers you will have a severe impedance 
mismatch. The amplifier’s output is designed to drive an 8 Q (typ¬ 
ical) load, but the multimeter is calibrated assuming a load resis¬ 
tance of 600 £1 You will not get very accurate readings using this 
method. Shortly we will give an alternate method. You can get 
some crude relative readings, which might be sufficient for some 
quick-and-dirty testing, but the actual dB values will probably be 
way off. 

On the other hand, the output impedance of some audio 
equipment will have the correct impedance. Such equipment 
includes tape decks, preamplifiers, mixers, microphones, and 
synthesizers. You can use this test procedure directly for such de¬ 
vices. 

Set all tone controls, equalizers, and so forth to their flat posi¬ 
tion before making any test measurements. Set the volume con¬ 
trol in one position and leave it alone. Typically, the halfway 
point will be a good choice for basic frequency response tests. 

Measure the output signal level using the dB scale with the 
signal generator set for the lowest frequency of interest. Note the 
dB reading. Now, raise the signal frequency of the signal genera¬ 
tor. Check the input signal voltage to make sure it has not changed 
with the change in signal frequency. If it has, adjust the signal 
generator’s attenuator so the circuit under test sees the same 
input signal level. Now, measure the output signal level on the dB 
scale, as before. Make a note of the value. Repeat this process for a 
number of discrete frequencies throughout the range of interest. 

Ideally, you should get the same dB value for each test fre¬ 
quency across the unit’s desired range. Any fluctuations in the 
values indicate irregularities in the device’s frequency response. 
It is often helpful to graph the results for a visual image of the cir¬ 
cuit’s overall frequency response. 

A good set of test frequencies for high-fidelity audio equip¬ 
ment is 20 Hz, 50 Hz, 100 Hz, 400 Hz, 1,000 Hz, 1,500 Hz, 5,000 Hz, 
7,500 Hz, 10,000 Hz, 15,000 Hz, and 20,000 Hz. These values will 
give you a good practical impression of the overall frequency re¬ 
sponse of the equipment you are testing. Remember, the human 
ear hears changes in frequency logarithmically, so the difference 
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between 100 Hz and 200 Hz sounds the same as the difference be¬ 
tween 500 Hz and 1,000 Hz. 

If you have to check the frequency response of an amplifier or 
some other audio circuit but the output is designed for a load re¬ 
sistance other than the nominal 600 Q assumed by the dB scale, 
you can still perform a variation on this test, although it will be a 
little more work, and you will have to do a bit more math. In this 
case, you do not use the multimeter’s dB scale. Use the regular ac 
volts scale of the appropriate range. Measure the ac voltage across 
the load resistor for each test frequency and note the measured 
value. Also calculate the power value for each test frequency, 
using the standard power formula: 



where P is the power in watts, E is the voltage in volts, and R is the 
resistance in ohms. 

It is usually helpful to first perform the test at a medium fre¬ 
quency, such as 1,000 Hz, and adjust the volume control for a con¬ 
venient value, such as 4.0 V. Assuming an 8 Q load resistance, this 
corresponds to a power level of: 



8 

_ 4 X 4 
8 

= 

8 

= 2 W 

Table 8-1 shows a fairly typical set of results. Graph the out¬ 
put power and frequency, as illustrated in Fig. 8-6. The flatter this 
line is, the better the frequency response of the amplifier. The am¬ 
plifier used in this example is just fair, at best. Most modern audio 
equipment will have a much better frequency response than this. 
This rather poor-quality amplifier was chosen for this example 
because it most clearly illustrates what we are talking about. 
There will usually be the greatest attenuation at the lowest and 
highest frequencies. There might be one or two dips or peaks in 
the mid-range, as in our example. 

Remember, the tone controls on any piece of audio equip¬ 
ment are designed specifically to change the frequency response 
from a nominal flat line. For example, a bass tone control is used 
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Table 8-1 Some typical results of the 
frequency response tests described in the text. 


Test Measured 

frequency output voltage Output power 

20 2.5 0.78 

50 2.9 1.05 

100 3.4 1.44 

400 4.2 2.20 

1000 4.0 2.00 

1500 4.0 2.00 

5000 4.7 2.76 

7500 3.8 1.80 

10000 4.0 2.00 

15000 2.8 0.98 

20000 1.7 0.36 



Fig. 8-6 A graph is the most convenient way to indicate the frequency re¬ 
sponse of an amplifier, or other circuit. 

to selectively boost or attenuate the lowest frequency elements in 
the signal. To get accurate results, all such tone controls must be 
set to a flat position before performing the frequency response 
test. 

A quick test for the RF 
power output of a transmitter 

An incandescent lamp of the proper wattage rating makes a good 
quick-and-dirty test for RF power output in high-power transmit¬ 
ters (anything from about 10 W up). Get a weatherproof lamp 
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socket, a rubber-covered type with pigtail leads, and connect it to 
about 18 inches of coax with a PL-259 plug on the end. If you find a 
transmitter where there is doubt about the actual power output, 
screw this plug onto the antenna socket, put a lamp of the appro¬ 
priate wattage in it, and key the transmitter. See Fig. 8-7. 



If there is any RF power output, the lamp will light up. Since 
there is nothing but RF in the antenna circuit, a glowing lamp 
means that the transmitter has RF output and the trouble must be 
in the modulation, frequency, or something of that sort. 

This light-bulb test is very useful for getting a quick start on 
those troubles where the problem could be in either the transmit¬ 
ter’s final stage or the transmitting antenna. If the lamp lights up 
to a good white glow but there’s very little output from the an¬ 
tenna, check the antenna and transmission line; that transmit¬ 
ter’s okay. Although the mismatch between the transmitter and 
the lamp is theoretically something awful, you’ll be surprised 
how little you have to change the tuning adjustments between 
the lamp and the regular antenna. 

For CB transmitters, use a No. 47 pilot light. Even lower 
power? Try a No. 49. 

Measuring base bias voltage 
in high-resistance circuits 

In a few audio-amplifier applications, you’ll find very high value 
resistors used in the base voltage-divider circuits. One well- 
known make, for example, uses a 12 M resistor as part of the net¬ 
work. Even the 11 M resistance of a VTVM will upset this circuit if 
it is shunted across. Since it takes only a fraction of a volt to cause 
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a big change in transistor currents, measuring the base bias di¬ 
rectly is not a good procedure. 

Set makers recommend measuring collector and emitter 
voltages as given in the service data. If these values are correct, 
then the base bias must be right. In other words, avoid getting into 
the very high resistance circuit to measure base voltage. Instead, 
measure the voltages that this voltage affects. 

If you want to check out the base-bias circuit, remove the 
transistor and measure the large resistors for proper value, espe¬ 
cially if the collector and emitter voltages are off-value. 

Finding breaks in multi-conductor cables 

Multi-conductor cables are very handy in many applications. For 
example, a computer is connected to a printer via a multi¬ 
conductor cable, and a set of intercoms are interconnected with 
multi-conductor cables. A multi-conductor cable, of course, is 
nothing but a bundle of individually insulated conductors 
grouped together into a single cable and held together by an outer 
jacket of some sort, usually a hollow tube of the insulating 
material. 

When interconnected devices aren’t working together prop¬ 
erly, the problem is often likely to be a break in a multi-conductor 
cable. How can a technician track down such a fault and identify 
which individual conductor in the multi-conductor cable is de¬ 
fective? A simple circuit for accomplishing this task is shown in 
Fig. 8-8. This circuit is so simple, there is no need for a separate 



Fig. 8-8 This circuit can be used to locate a break in a multiconductor 
cable. 
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parts list. Resistor R1 is simply a current-limiting resistor to 
protect the LEDs. Any value between 330 and 470 Q would be 
suitable. 

A standard 9 V transistor radio battery is used as the power 
source in this circuit. You could use a 6 V battery if you prefer, but 
9 V batteries are small, inexpensive, and convenient. They are 
also very easy to find. 

The two jacks are selected to match the plugs on either end of 
the cable to be tested. A five-conductor cable is assumed in this 
drawing, but you can easily increase or decrease that number to 
suit the specific multi-conductor cable you are working with. Ex¬ 
cept for the ground pin (or pins), each individual pin (conductor) 
gets its own LED on the left-hand side and its own push-button 
switch on the right-hand switch. 

In operation, with the multi-conductor cable plugged into the 
two jacks, closing one of the switches should cause the appropri¬ 
ate LED to light up. If not, there is probably a break in that cable. If 
more than one LED lights up, there might be a short between 
those conductors. 

The test for the ground connection is slightly different. Close 
switch S5. Nothing should happen. If any of the LEDs light up, 
there is a short in the cable, and it probably should be replaced. 

Finding a break in a coaxial 
cable with a capacitance tester 

You can use almost any piece of test equipment for many applica¬ 
tions. For instance, you can use a capacitance tester to locate a 
break in the inner wire of a coaxial cable, such as a microphone 
cable, coaxial lead-in, etc. There are two ways to do so. If you 
know the type of cable, you can find its capacitance per foot from a 
catalog or the Radio Amateur’s Handbook. Then hang the capaci¬ 
tance tester onto one end. Divide the reading by the capacitance 
per foot, and you have the distance of the break, in feet, from the 
end you measured at. The second method, if you know the length 
of the cable but can’t find its capacitance per foot, is to measure 
first at one end, then at the other, and write both readings down. 
Call one reading 1; the other reading 2. Divide reading 1 by the 
sum of both readings, and multiply that number (which will be 
less than one) by the total length of the cable. The result is the dis¬ 
tance of the break from the end at which you took reading 1. Of 
course you can also use READING 2 in the same manner. This test is 
illustrated in Fig. 8-9. 
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Capacitance tester 



Fig. 8-9 A capacitance tester can be used to find a break in a length of 
coaxial cable. 

Most breaks in microphone cables happen near one end or 
the other because of the bending and flexing near the plugs. To 
find out which end is broken and save tearing the plugs apart 
needlessly, take a capacitance reading from each end. One end 
will show a large capacitance, the other practically none; the lat¬ 
ter is the broken end. 

You also can use a capacitance test to find a broken wire in¬ 
side the insulation of a two-conductor cable. Use the good wire as 
the “shield” and measure the capacitance of the broken wire to it. 
Otherwise, the method is the same. 

Measuring true rms voltages 

Measuring dc voltages is generally straightforward. The only pos¬ 
sible source of confusion is the reference point for the voltage 
measurement. However, the circuit’s ground potential normally 
is used as the zero reference point and the few exceptions are usu¬ 
ally clearly indicated. 

Things get more complicated when you start dealing with ac 
voltages. An ac voltage, by definition, is constantly changing its 
value. There are several different ways to measure ac voltages, 
which are useful in certain circumstances. For instance, in some 
cases you are concerned with absolute maximum values. Here, 
you want to know the peak voltage reached during the ac wave¬ 
form’s cycle. For convenience, assume all waveforms are cen¬ 
tered around 0 Vdc. 

An ac voltage might be in the form of a sine wave with a peak 
voltage of 10 V. (It also would have a peak negative voltage of 
—10 V.) To say you have 10 Vac would be misleading because the 
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peak value is reached for only a tiny fraction of each cycle. For 
most of the cycle, the instantaneous voltage is considerably less 
than the peak value. 

Because the voltage varies between +10 V and — 10 V, it 
covers a 20 V range. In some instances, it is useful to measure the 
signal as 20 V peak to peak. Once again, though, saying there’s 20 
Vac would be misleading. 

The logical approach would be to take an average of the in¬ 
stantaneous voltages throughout a cycle. You can’t use the entire 
cycle, however, because for a symmetrical waveform the positive 
half-cycle and the negative half-cycle will always cancel each 
other out, leaving an average value of 0 V. 

For average ac voltages, only half of each cycle is considered. 
It has been mathematically proven that for a sine wave, the aver¬ 
age voltage is always equal to 0.636 times the peak value. In our 
example of a sine wave with a peak voltage of 10 V, the average 
value would be 6.36 volts. 

This is not unreasonable, and average values will allow you 
to meaningfully compare various ac voltages. Unfortunately, the 
formulas of Ohm’s law do not hold true for average voltages. This 
is a major loss to the electronics technician because so much of 
circuit design and analysis is based on the relationships described 
by Ohm’s law. 

What you need in order to retain Ohm’s law for ac voltages is 
a way to express ac voltage in terms that can be compared directly 
to an equivalent dc voltage. To find such an equivalent value, 
take the root mean square (rms) of the waveform. For a sine wave, 
the rms value is always equal to 0.707 times the peak value. In the 
example, the 10 V peak ac sine wave would be measured as 7.07 V 
rms. This signal would heat up a given resistor exactly the same 
amount as 7.07 Vdc through the same resistor. The voltage/cur- 
rent/resistance relationships defined by Ohm’s law work out the 
same for rms values as for dc values. As a rule, ac voltage and cur¬ 
rent relationships usually are measured as rms values. 

We have gone into some depth here because even experi¬ 
enced technicians occasionally get confused. For your conve¬ 
nience, the following is a handy comparison of the various ac 
measurements. 


rms 

rms 

Average 

Average 


= 0.707 X Peak 
= 1.11 X Average 
= 0.9 X rms 
= 6.36 X Peak 
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Peak = 1.41 X rms 

Peak = 1.57 X Average 

Peak to peak = 2 X Peak 

First, you have to convert an ac value form one from to an¬ 
other. Remember that these equations hold true only for sine 
waves. They cannot be used for other waveforms. 

Most ac voltmeters are calibrated to measure ac voltages for 
sine waves. These meters will not be accurate for ac signals with 
any other waveshape. You are usually only concerned with mak¬ 
ing simple comparisons, so an ac voltmeter should suffice even for 
non-sine-wave signals. However, if you need a true rms value for 
a non-sine-wave signal, a standard ac voltmeter is virtually use¬ 
less. Moreover, standard ac voltmeters are frequency dependent. 
They are tuned for accurate measurement at the standard line 
frequency (60 Hz). 

These meters do the job fine for at least 75 percent of all ser¬ 
vice jobs. There are, however, occasions when they fall short. 
Until fairly recently, the technician didn’t have much choice in 
the matter. If a standard ac voltmeter couldn’t do the job, then you 
settled for compromised measurements, estimating, and making 
educated guesses. 

Today, there are computer-driven meters that can perform 
the necessary mathematical calculations. Even better, the last 
few years have seen the development of specialized ICs that per¬ 
form rms-to-dc conversion. An ac signal with almost any wave¬ 
shape is fed into the input, and a proportionate dc voltage appears 
at the output. This dc voltage is the same as the true rms value of 
the input signal. These chips are starting to be used in multi¬ 
meters, especially those of the digital variety. Two of the first 
rms-to-dc converter chips were the AD637, shown in Fig. 8-10, 
and the AD536AJD, which is illustrated in Fig. 8-11. 

Testing transistors 

The vast majority of transistors are of the standard bipolar vari¬ 
ety. Bipolar means that the semiconductor contains two pn junc¬ 
tions. The bipolar transistor is essentially a semiconductor “sand¬ 
wich,” as illustrated in Fig. 8-12. 

Functionally, the bipolar transistor can be considered a pair 
of back-to-back diodes interconnected, as shown in Fig. 8-13. This 
is just an illustrative simplification. Normally, you cannot replace 
a transistor with two discrete diodes. 
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AD 536 AJD 



Fig. 8-11 Another rms-to-dc converter 1C is the AD536AJD. 
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Fig. 8-12 A bipolar transistor is 

essentially a semiconductor 
"sandwich." 
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Fig. 8-13 Functionally, the bipolar 

transistor is somewhat like a 
pair of back-to-back diodes. 


Emitter 


You can test a diode easily with an ohmmeter. Simply mea¬ 
sure the resistance from one lead to the other, then reverse the 
leads and measure the resistance again. This process is illustrated 
in Fig. 8-14. You should measure a very high resistance in one di¬ 
rection and a low to moderate resistance in the opposite direction. 
If the resistance is high no matter which way you position the 
meter leads, the diode is open. If you measure a very low resist¬ 
ance in both directions, the diode is shorted. 

Test a bipolar transistor in a similar way. Measuring between 
any two leads should give approximately the same results as with 
a single diode. In all, you need to make six measurements: 

• Emitter to base 

• Base to emitter 

• Emitter to collector 

• Collector to emitter 

• Collector to base 

• Base to collector 

An incorrect reading on any of these measurements indicates that 
the transistor is bad and should be replaced. 
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Fig. 8-14 A diode or other single pn junction can be tested with an ohm- 
meter. 


In almost all cases, you should make these tests with the 
transistor out of the circuit. And other circuit resistances in paral¬ 
lel with the pn junction being measured will throw the reading 
off, especially if the parallel resistance has a low value. 

The ohmmeter test works, but it is a little tedious to swap the 
test leads around six times. A dedicated transistor tester is a lot 
more convenient. Some very fancy transistor testers are available 
that measure transistor parameters such as alpha and beta. 

These devices can be useful in certain cases, but for most re¬ 
pair work, you only need a simple “go/no-go” type of test. Many 
simple circuits have been designed for this purpose. Perhaps one 
of the simplest is the one shown in Fig. 8-15. You could easily 
build such a circuit in less than a half hour. The odds are good that 
you already have all the necessary components handy. The cir¬ 
cuit is powered from an ordinary 9 V transistor radio battery. 

Insert the transistor to be tested in the socket. Alternatively, 
you can replace the socket with test leads that have alligator clips 
on the ends. Attach the clips to the appropriate leads of the tran¬ 
sistor. If the transistor to be tested is npn, set the dpdt switch to 
position A; set this switch to position B for pnp transistors. 

Close the momentary-contact push button to test the transis¬ 
tor. If the transistor is good, the appropriate LED should light. If 
the LED does not light, assume the transistor is bad and replace it. 
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Collector Emitter 



Fig. 8-15 A circuit for performing simple "go/no-go” tests on bipolar tran¬ 
sistors. 

You also can use this handy little circuit to identify a transis¬ 
tor’s type. Simply test the transistor with the dpdt switch in both 
positions. In one position, an LED should light, while in the other 
position both LEDs should remain dark. You can identify the type 
of transistor by which LED lights. If neither LED lights at either 
position of the dpdt switch, the transistor is probably bad. 

Both of these test procedures are for bipolar transistors only. 
If you try them on other transistor types, you will not get correct 
readings. Also, these tests work for out-of-circuit transistors, but 
you will not always get meaningful results if you attempt the test 
on a transistor wired into a circuit. This is a fairly serious limita¬ 
tion for servicing work. 

Remember that all semiconductors are heat sensitive. If 
you’re not careful, you can destroy a transistor when desoldering 
or resoldering. Always use a heatsink when soldering or desol¬ 
dering around semiconductor components. The spring-loaded 
clip-on types, as shown in Fig. 8-16, are usually the most conve¬ 
nient to use. If you don’t have one handy, fashion a make-shift 
heatsink out of a large paper clip. The larger the heatsink is, the 
more heat it will conduct away from the transistor. When in 
doubt, use a larger heatsink. 
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Handles 



Obviously, it is impractical to desolder every transistor in a 
piece of equipment for out-of-circuit testing. Such a procedure 
should be limited to components where there is good reason to as¬ 
sume they’re bad. 

It usually isn’t too difficult to isolate potentially troublesome 
transistors by making current and voltage tests. Standard values 
are usually printed in the schematic. Don’t worry too much about 
minor errors. Look for voltage and current values that are signifi¬ 
cantly off. If a signal being fed into a transistor is correct and the 
voltage or current coming out isn’t, then it is reasonable to suspect 
that transistor. 

Don’t be too quick to jump to conclusions, however. Often, a 
perfectly good transistor can look bad because of a problem in one 
or more of its associated components (resistors, capacitors, etc.). 
Even if you remove the transistor and find it tests bad, check the 
associated components anyway. Almost every electronics tech¬ 
nician has had the frustrating experience of replacing a bad 
transistor only to have the new component soon blow out, too. 
Something else is wrong, causing the transistor to go bad. 

Actually, such multiple problems are more common than 
you might suspect. Semiconductors are pretty reliable. Unlike 
tubes, transistors seldom go bad by themselves, although it has 
been known to happen occasionally. Usually something external 
has caused the transistor to go bad. In some cases, the transistor 
has been damaged by a transient that somehow managed to get 
into the circuit. In such an instance, there might be nothing else 
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wrong with the circuit. When the transistor is replaced, the unit 
will work just fine. More frequently, however, the transistor’s 
problem will have been caused by a resistor that has changed 
value, an open or leaky capacitor, or something similar. 

Problems caused by other components might not always be 
obvious. Often it takes them a while to damage the new transistor. 
Run the equipment at least a half hour after making the repair to 
reduce the number of call-backs and irate customers you might 
have to face. 

There is one final point about transistors you should be aware 
of. Unlike tubes, transistors are usually either definitely good or 
definitely bad. They are rarely weak. Once again, though, there 
are exceptions, so never be too hasty to jump to conclusions. On 
those rare occasions when you suspect a leaky transistor, you 
need a high-quality transistor tester to check it. A VOM/VTVM 
or the “go/no-go” tester like the one shown back in Fig. 8-15 
won’t be enough. A silicon transistor can have leakage as small as 
10 to 15 fiA. This small amount of current error is very difficult to 
measure by standard methods but can be sufficient to throw off 
proper circuit operation and cause all sorts of strange symptoms. 

You should suspect a leaky transistor when everything in the 
circuit seems okay, but the circuit simply doesn’t work the way it 
ought to. If all passive components are good, then an active device 
(such as a transistor) must logically be the culprit. 

To perform a leakage test with a transistor, you almost always 
need to remove the component from the circuit. If you don’t have 
a suitable transistor tester for the leakage test, but do have a du¬ 
plicate of the questionable transistor, try substituting the dupli¬ 
cate in the circuit. If the circuit then works properly, it is safe to 
assume that the original transistor was leaky and should be dis¬ 
carded. On the other hand, if the symptoms persist, the odds are 
very strong that the problem lies elsewhere. It is extremely un¬ 
likely you’ll encounter two leaky transistors (the original and the 
duplicate) in a row. 

Testing Zener diodes 

There are many specialized semiconductor components. Often 
they require specialized testing procedures. In this section, we 
will look at methods for testing several popular semiconductor 
components that cannot be tested usefully in the same way as bi¬ 
polar transistors and basic junction diodes. 
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The Zener diode is a special type of diode. Figure 8-17 shows 
a graph of the operation of an ordinary junction diode. If the ap¬ 
plied voltage is near 0, the diode will not conduct. It will act like 
an open circuit, and no current will flow through it. When the ap¬ 
plied voltage is increased past a specific positive voltage, the diode 
will start to conduct and will act pretty much like a short circuit. 
This forward-bias voltage is typically very small—about 0.3 V for 
germanium diodes and about 0.7 V for silicone diodes. 

On the other hand, if you start at an applied voltage of 0 and 
increase the voltage in a negative direction, nothing will happen. 
The diode will be reverse-biased, and it will conduct little or no 
current. It continues to act like an open circuit. When some spe¬ 
cific negative voltage is exceeded, however, the diode’s junction 
will break down, and it will start to conduct very heavily, which 
will almost always permanently damage or destroy the diode. The 
reverse breakdown voltage varies with the construction of the 
specific diode in question, but it is always a relatively high value. 

Figure 8-18 is a graph of the operation of a Zener diode. In the 
positive direction, the Zener diode works pretty much like an 
ordinary junction diode. Below about 0.6 V, the diode will not 
conduct, but when the applied voltage exceeds 0.6 V, the Zener 
diode’s resistance will drop considerably, and a fairly large cur¬ 
rent will flow. So far, we have nothing special here. 




Fig. 8-17 A graph of the Fig. 8-18 The Zener diode is a 

operation of an special type of 

ordinary semiconductor semiconductor diode, 

diode. 

A Zener diode operates uniquely when it is reverse-biased. A 
small negative voltage won’t have much effect. The high resis¬ 
tance of the reverse-biased diode means that virtually no current 
will flow through the device. When a specific key voltage (VJ is 
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exceeded, however, the junction resistance drops to a very low 
level, permitting the Zener diode to conduct fairly large currents, 
but the junction does not permanently break down. The Zener 
diode is not damaged by this negative conduction. 

The most important feature is that this Zener voltage (VJ 
does not change as the applied voltage is increased. For example, 
if a Zener diode is rated for 6.8 V, there will never be a reverse- 
biased voltage drop greater than 6.8 V across this component. Be¬ 
cause of this unusual response, the Zener diode is used widely in 
voltage-regulator and reference-voltage applications. 

Zener diodes are available with V z voltages ranging from 
about 2 to 200 V, and with power-handling capabilities of 0.25 up 
to 50 W. Even a Zener diode can be damaged if the reverse voltage 
is too large, but this usually takes a very large negative voltage. To 
prevent the Zener diode from self-destructing by drawing exces¬ 
sive current, you should use it with a current-limiting resistor. 

To distinguish it from an ordinary junction diode, a special 
schematic symbol is used for the Zener diode. This symbol is 
shown in Fig. 8-19. 


Fig. 8-19 The standard schematic symbol 
for a Zener diode. 

Because of their small physical size, Zener diodes are usually 
unmarked. Occasionally, the electronics technician will need to 
determine the Zener voltage of an unmarked Zener diode. That is 
the purpose of this test procedure. A defective Zener diode will 
either be open or shorted, which can be determined with an ohm- 
meter, as with ordinary junction diodes. 

The basic Zener diode test setup is illustrated in Fig. 8-20. 
The dc voltage source (Bl) should be somewhat larger than the 
expected V z voltage. This source voltage can be attenuated man¬ 
ually via the voltage divider network made up of R1 and R2. It 
would be even better to use a variable dc power supply in place of 
Bl, R1, and R2. Resistor R3’s value should be selected to limit the 
current to no more than about 10 mA to 20 mA. 

Notice that a voltmeter and a milliammeter are simulta¬ 
neously used in this test. You can use two multimeters or you can 
use a multimeter and either a dedicated voltmeter or milli¬ 
ammeter. You must make the two measurements simulta¬ 
neously. 

Start out with a voltage of 0, or as close to 0 as possible. (Poten¬ 
tiometer R2 is adjusted for its maximum possible resistance.) You 
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Zener diode 
under test 



should read little or no voltage or current on the meters. Now, 
slowly increase the applied voltage (reduce the resistance of po¬ 
tentiometer R2). The reading on the voltmeter should increase 
with the increasing applied voltage, but the milliammeter should 
continue to give a 0 or near 0 current reading. Continue increas¬ 
ing the applied voltage. As this voltage nears the V z value, the cur¬ 
rent flow will start to increase. Once the V z value has been passed, 
the voltmeter should read V z , and the milliammeter should indi¬ 
cate a drastic increase in the current flow. Increasing the applied 
voltage further should not change the reading of the voltmeter. 
The voltage the meter “got stuck on” is the V z value for the Zener 
diode you are testing. 

If you don’t get the results described, you did something 
wrong in the test procedure, or the Zener diode being tested is de¬ 
fective. Make sure the diode you are testing really is a Zener 
diode. Other types of diodes could give very strange results, if 
they are not damaged by the test procedure. 

Testing FETs 

A field-effect transistor (FET) is quite different from an ordinary 
bipolar transistor. Its operating characteristics are much closer to 
those of old-fashioned vacuum tubes, offering the advantages of 
tubes without the excessive bulk, fragility, and heat that are inev¬ 
itable with vacuum tubes. 

The basic schematic symbol for a FET is shown in Fig. 8-21. 
Notice that, although it has three leads, they are not called base, 
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emitter, and collector as in the bipolar transistor. Instead, the 
three leads of a FET are referred to as gate, source, and drain. Fig¬ 
ure 8-22 is a very simplified drawing of the basic internal struc¬ 
ture of a FET. 


Drain 



Source 


Source 


Gate- 


z - 

^ 




-w— 



Drain 


Fig. 8-21 


A FET is quite different Fig. 8-22 A simplified drawing of 
from a bipolar transistor. the internal structure of 

a FET. 


The signal applied to the gate terminal of a FET controls the 
amount of electric current that can flow from the source to the 
drain. A negative voltage applied to the gate lead reverse-biases 
the pn junction, producing an electrostatic field (electrically 
charged region) within the n-type material of the component’s 
body. This electrostatic field opposes the flow of electrons 
through the n-type section, acting somewhat like a partially 
closed mechanical valve in a plumbing system. The higher the 
negative voltage applied to the gate, the less current that is al¬ 
lowed to pass through the device from source to drain. Increasing 
the negative voltage “closes the valve” further. 

This procedure is directly analogous to the action of a vac¬ 
uum tube. The gate of the FET corresponds to the grid of the tube, 
controlling the amount of current flow. The source is the equiva¬ 
lent to the cathode (it acts as the source of the electron stream), 
and the drain serves essentially the same function as the plate (it 
drains off the electrons from the device). The path from the source 
to the drain is sometimes called the channel. 

FETs have a very high input impedance, so they draw very 
little current. This is because of Ohm’s law, which states: 
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where I is the current in amperes, E is the voltage in volts, and Z is 
the impedance (ac resistance) in ohms. Increasing the value of Z 
will decrease the value of I. 

The high input impedance of a FET means that it can be used 
in highly sensitive measuring and monitoring applications and in 
circuits where it is important to avoid loading down—drawing 
heavy currents from—previous circuit stages. This is another 
way in which FETs functionally resemble vacuum tubes. 

The vast majority of FETs are of the n-channel type, as shown 
here, but FETs also can be made with a p-type channel and an n- 
type gate. These devices will work in the same way, except all po¬ 
larities will be reversed. In this case, you must think of a positive 
voltage on the gate opposing the flow of holes through the chan¬ 
nel. The schematic symbol for a p-type FET is the same as for an 
n-type unit, except the direction of the arrow on the gate lead is 
reversed. 

The gain of a FET is usually identified as Y^, although this is 
not fully standardized, and other terms will be frequently en¬ 
countered. The formula for FET gain is; 



where I d is the drain current, and V ^ is the gate voltage for the FET 
in a common-source circuit. The small triangles (A) represent the 
Greek letter delta and are used to indicate changing, rather than 
static, values. 

A circuit for testing n-type FETs is shown in Fig. 8-23. To use 
this circuit for p-type FETs, you must reverse all polarities 
throughout the circuit. Notice that both a voltmeter and a 
milliammeter are used at once in this circuit. You can use two 
multimeters, or you can use a multimeter and either a dedicated 
voltmeter or milliammeter. You must make the two measure¬ 
ments simultaneously. 

Set the dc voltage source for some specific voltage. The exact 
value is not too crucial, as long as it is within the FET’s usable 
range. If you use a 9 V battery for Bl, you shouldn’t have to worry 
about this limitation. The voltmeter V ^ shows the value, while 
the milliammeter indicates the I d value. You can find the static 
gain simply by dividing these two values: 
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Fig. 8-23 This circuit can be used to test n-type FETs. 

Unfortunately, this won’t give you a very meaningful indica¬ 
tion of how the FET will actually work in a practical circuit. So 
make a note of the measured I d and V gs values. Then change the 
applied voltage and take the measurements again. Determine the 
difference between the two I d values and the two V gg values, and 
use these change values to calculate the FET’s dynamic gain. This 
test circuit is not intended for in-circuit tests of a FET. 


Testing SCRs 


A silicon-controlled rectifier (SCR) is essentially an electrically 
controllable diode, or rectifier. In addition to the anode and cath¬ 
ode, there is a third lead, called a gate. The standard schematic 
symbols used to represent this semiconductor component are 
shown in Fig. 8-24. The circle around the symbol is optional and 
does not change the meaning of the symbol in any way. 



Fig. 8-24 The SCR is like an 


electrically switchable 
diode. 


With no signal applied to the gate, no current can flow 
through the SCR from cathode to anode. A brief pulse, or trigger, 
signal of sufficient voltage applied to the gate terminal will turn 
the device on. The SCR will then conduct from cathode to anode, 
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pretty much like an ordinary two-lead rectifier, even if the gate 
signal is totally removed. The only way to turn the SCR back off is 
to drop the voltage applied from cathode to anode below a specific 
threshold level, which is determined by the design of the SCR. 

A rough equivalent circuit for a SCR made from a pair of bi¬ 
polar transistors is shown in Fig. 8-25. This is a conceptual illus¬ 
tration only, and not a practical circuit. You cannot substitute a 
couple of bipolar transistors for an SCR in a working circuit. 

Ordinary diodes are two-layer semiconductor devices. That 
is, there is a slab of p-type semiconductor and a slab of n-type 
semiconductor. A bipolar transistor is a three-layer device. In an 
npn transistor, two relatively thick slabs of n-type semiconductor 
are separated by a relatively thin layer of p-type semiconductor. 
In a pnp transistor, this arrangement is reversed—two relatively 
thick slabs of p-type semiconductor are separated by a relatively 
thin layer of n-type semiconductor. 

An SCR is somewhat more complex in its internal construc¬ 
tion. It is a four-layer semiconductor device, with two slabs of 
n-type material and two slabs of p-type material, interleaved as 
illustrated in Fig. 8-26. Because it is a four-layer semiconductor 
device, the SCR is one of a class of components known collectively 
as thyristors. Because the SCR’s internal construction is so differ¬ 
ent from standard diodes or bipolar transistors, it is clear that you 
can’t use the same test procedures for this type of component. 


Anode Anode 



Cathode Cathode 


Fig. 8-25 A rough (not functional) Fig. 8-26 A SCR is a four-layer 
equivalent circuit for a semiconductor 

SCR is comprised of a component, or a 

pair of bipolar thyristor, 

transistors. 
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It is fairly easy to test the gate turn-on voltage of an SCR. Just 
apply a variable dc voltage supply to the gate lead, as shown in 
Fig. 8-27. The load circuit illustrated is a simple LED indicator. 
When the SCR is turned on and conducting, the LED will light up. 
When the SCR is off, the LED will be off. 



Lamp 


Fig. 8-27 The circuit for testing the gate turn-on voltage for a SCR. 

Start the gate voltage at 0 and gradually increase it, while 
watching the LED. As soon as the LED lights up, stop increasing 
the voltage and look at the reading on the voltmeter. The volt¬ 
meter will directly indicate the voltage required to turn on this 
particular SCR. 

Notice that once the LED starts glowing, increasing or de¬ 
creasing the gate voltage, or even disconnecting the voltage 
source altogether, has no effect. To turn off the LED and reset the 
SCR, briefly open the normally closed push-button switch in 
the LED circuit. This action will cut off the current flow from 
cathode to anode and turn off the SCR. 

If the LED is always lit, or if it never lights, the odds are good 
that the SCR being tested is defective and should be replaced. Of 
course, before you draw any conclusions, you should double¬ 
check the wiring of your test circuit to make sure a mistake there 
isn’t the problem. 

In some applications, you will need to know the gate current 
(I G ) of a SCR. Because of the Ohm’s law equations, the gate current 
will affect the required gate voltage to turn on the SCR. Matters 
can be somewhat complicated by the fact that the I G value is also 
dependent on the anode current, which is largely determined by 
the load circuit. All of this means that the gate voltage found in 
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our last test is just a ball-park value. A somewhat (and sometimes 
significantly) different gate voltage might be required to turn on 
the SCR in a specific practical circuit. 

Fortunately, it is not difficult to measure the gate current in 
virtually any SCR circuit. Just insert a milliammeter in series 
with the gate and gradually increase the applied current until the 
SCR just turns on. At this moment, the milliammeter will indicate 
the Igt value for that particular SCR in that particular circuit. 

In manufacturer’s specification sheets, the standardized 
value for the gate current is usually determined with a resistive 
load of 100 ft and an anode voltage of 7 V. 

Another important specification for a SCR is the forward¬ 
blocking voltage (Vdrm). This value determines the maximum 
voltage that can be applied across the SCR’s anode and cathode. If 
this voltage is exceeded, the SCR will turn itself on even without a 
trigger signal at the gate. 

In most practical SCR circuits, the Vdrm value should never 
be exceeded, since it essentially defeats the whole purpose of the 
SCR—that is, its gate controllability. If the forward voltage is too 
much above the Vdrm value, the component could be damaged. 
Usually, there is sufficient headroom between Vdrm and the ab¬ 
solute maximum voltage rating so that you won’t have to worry 
too much about it, but you should be aware of the potential for 
damage. 

You can use the circuit shown in Fig. 8-28 to determine the 
Vdrm value of a SCR. Notice that the gate terminal is essentially 
grounded, so the voltage on this terminal is always 0, by defini¬ 
tion. There is no triggering signal fed to the SCR’s gate. Slowly in¬ 
crease the applied dc voltage while watching the voltmeter care¬ 
fully until the SCR fires and starts conducting. You must keep a 
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sharp eye on the meter during this test. Once the SCR starts con¬ 
ducting, the charge across the capacitor will start to leak off 
through the voltmeter’s internal resistance, causing the reading 
to drift downward. 

In practical SCR circuits, you also need to consider the re¬ 
verse blocking voltage (Vrrm), the maximum voltage the SCR can 
withstand in its reverse-biased mode. It is roughly equivalent to 
the peak reverse voltage (PRV) specification for an ordinary 
diode. If the reverse-biased voltage is exceeded, the SCR will go 
into avalanche and will start conducting heavily. If this condition 
is allowed to continue, the component could self-destruct. 

Figure 8-29 shows a circuit for testing a SCR’s Vrrm value. 
Notice that the power supply for this circuit must be a constant 
current source to prevent the SCR from burning itself out during 
the test procedure. A test that destroys the component being 
tested obviously would not be of much practical use. 

Increase the voltage slowly until the SCR starts to avalanche 
and starts to conduct the reverse-biased current. The voltage in¬ 
dicated on the voltmeter at that point is the SCR’s Vrrm value. 


Constant 

current 

source 



Voltmeter 


Fig. 8-29 The circuit for testing the value for a SCR. 


Testing ICs 

Integrated circuits (ICs) can be tricky for the troubleshooter. Es¬ 
sentially, you have to treat an IC as a black box. All that matters 
are the external functions. The internal circuitry is irrelevant 
since there is no way to get at it. 

Test the supply voltages and the inputs to the IC. If these volt¬ 
ages are correct but the outputs are wrong, it’s a good bet the IC is 
bad and should be replaced. However, sometimes you can be 
fooled by loading. Occasionally, a problem in a later stage can 
throw off the reading at the ICs output pin(s). If there is any possi¬ 
bility of this, break the connection between the output pin in 
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question and the later stages of the circuit. If the IC is okay, you 
should now get a correct reading at the output pin. 

Similarly, a bad IC sometimes can affect the value at one or 
more of its inputs. Again, the way to find out for sure is to break 
the connection to the appropriate pin and measure the signal that 
would be presented to the ICs input if the connection was not bro¬ 
ken. If this signal is now correct, the IC is bad. 

With IC-based equipment, a schematic is even more impor¬ 
tant than for other types of servicing jobs. The more you know 
about how the IC is supposed to work, the better chance you have 
for properly identifying any problems. Your work area should in¬ 
clude as many IC data books as possible. Virtually all IC manufac¬ 
turers supply data sheets, and many offer extensive data books on 
their products. 

If there is a particular type of IC you deal with frequently, you 
might want to rig up a simple dedicated tester for that particular 
IC. The easiest way is to construct a simple circuit around the IC, 
using a socket. Then, just plug the questionable IC into the socket 
and apply power. If the circuit works, the IC is good. 

Like transistors, ICs are usually either good or bad. It is very 
unusual to find a weak IC, although it could conceivably happen. 
However, don’t consider such a possibility unless everything else 
has been ruled out. The best approach then is to simply replace 
the questionable IC with a duplicate unit and hope for the best. 

The test circuit should be as simple as possible. For example, 
if you work a lot with op amps, like the 741 and its descendants 
(which all have the same pin designations) you can put together a 
basic oscillator circuit with a small speaker as a tester. When you 
plug a good op amp IC into the socket and turn it on, a tone is pro¬ 
duced by the speaker. This is a simple, clear-cut indication that 
things are working properly. 

While on the subject of ICs, we should consider the question 
of sockets. Some experts swear by them, and others swear at 
them. IC sockets certainly make life easier on the service techni¬ 
cian. ICs typically have 14 or 16 pins, and some have even more. 
Soldering (or resoldering) all of those tiny, closely spaced pins 
without creating solder bridges or overheating the delicate semi¬ 
conductor crystal within the IC takes a sure, steady hand and 
fairly precise timing. It is also a tedious job, especially desolder¬ 
ing. 

If a socket can be used, you can pop out an IC and replace it in 
less than a minute, without even plugging in the soldering iron. 
The use of a special IC extraction tool is highly recommended to 
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avoid bending or damaging the pins. Some technicians routinely 
add a socket whenever they replace an IC. Then, if a similar repair 
is ever needed, the job will be considerably easier. 

Unfortunately, IC sockets are not an unmixed blessing. The 
electrical contact between the pins and the traces of the pc board 
is not quite as good as with soldered components. In the vast ma¬ 
jority of circuits, this probably won’t make much difference. In 
some applications, however, especially those involving high fre¬ 
quencies, the use of a socket can lead to erratic operation. In por¬ 
table equipment that can get knocked around, sockets are often 
undesirable. An IC can work its way out of its socket. It could get 
damaged. It could even short out some other part of the circuit, 
blowing out additional components. Finally, in many pieces of 
equipment, there just isn’t enough room for a socket. 

Use your own judgment on whether or not to add IC sockets. 
Some equipment already has sockets from the manufacturer. In 
this case, just be grateful for the relative ease of repair. There’s no 
point in removing a socket installed by the manufacturer. (How¬ 
ever, a socket added by another technician could conceivably be 
the source of problems in high-frequency circuits.) 

You should exercise great care when replacing an IC, 
whether with a socket or not. Make sure the IC is correctly ori¬ 
ented. Applying power to a backward IC almost surely will result 
in disaster. Most ICs have a small notch indicating their “front” 
side, or they have a small dot over pin 1. Before removing an old 
IC, always make a note of its orientation. 

When soldering an IC, be very careful. Don’t apply too much 
heat. The pins are very closely spaced, so it is very easy to create 
an accidental solder bridge between two pins or adjacent pc 
traces. Never use too much solder and always heat-sink any IC 
before soldering it. 

Make sure all of the pins go into the holes of the pc board or 
the socket. One might get bent up under the body of the IC. If this 
is not caught and corrected, there is a good chance the circuit will 
not operate correctly. 

It pays to be extra careful when working with ICs. For one 
thing, many of them are very expensive, especially recently de¬ 
veloped or highly specialized devices. Mass manufacture tends to 
bring down the cost of general-purpose devices. However, it’s still 
smart to use extra caution even when replacing a “garden-vari¬ 
ety” IC that only costs a quarter or fifty cents. Let’s face it, replac¬ 
ing an integrated circuit is a royal pain. There’s no reason to be 
careless to only end up having to do it over. 
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Signal tracing and 
alignment tests 

The first output meter used for aligning tube radios was an ac 
voltmeter across the speaker-voice coil. A 400 Hz AM signal was 
used. This was nice, but noisy. Today, of course, you can always 
unhook the speaker and substitute an equivalent resistor. An eas¬ 
ier way is to use a VTVM on the avc line. The avc voltage devel¬ 
oped across the diode detector is always directly proportionate to 
the amount of signal. This is a negative-going voltage, and you’ll 
find values from 1 V to 15 to 20 V. 

Figure 9-1 shows a typical avc circuit as used in tube radios. 
This one is rather elaborate. You’ll find fewer filter resistors and 
bypass capacitors in the smaller sets, but they all work the same 
way. The avc voltage appears at the top of the volume control, 
which is the diode load resistor. In most cases, you can pick up the 
avc at the mixer-grid section of the variable capacitor so you 
won’t have to take the set out of the case. It can be picked up at any 
point along the avc circuit. Since the avc circuit has a very high 
impedance, you’ll have to use a VTVM to get a readable deflec¬ 
tion. 

For best results, keep the input signal down to the point 
where it causes the smallest readable voltage on the avc; 1 V is a 
good average value. By doing so, you avoid the danger of over¬ 
loading RF stages and flattening the response peaks. 

Checking the calibration 
of an RF signal generator 

Do you want to set your RF signal generator exactly on 455 kHz to 
realign the IF stages of a radio? Do you have doubts as to the accu- 
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Fig. 9-1 A method for setting an RF signal generator on a crystal frequency. 


racy of the generator’s calibration? Then use the most convenient 
source of highly accurate test signals—broadcast stations. All 
AM radio stations are required by the FCC to keep their carrier 
frequencies within ±20 Hz of their assigned frequency. Most of 
them hold to within ±5 Hz. 

To set your generator precisely on 455 kHz, get any radio that 
will pick up several stations. Its dial calibration doesn’t matter; 
you are only going to use the receiver as an indicator. Choose a 
station as close to 910 kHz as you can find. Listen to it long enough 
to determine the call letters and then look up the carrier fre¬ 
quency of the station. Tune the signal generator to 455 kHz and 
then zero-beat this with the station carrier, using an unmodu¬ 
lated RF output. Your generator’s second harmonic is beating 
with the station’s fundamental. 

If you can’t find a station exactly on 910 kHz, locate one on 
each side as close as possible. Check each, note the error in the 
signal-generator dial. You can use this error to get the dial set on- 
frequency. For instance, if each station shows that the signal gen¬ 
erator is one dial-marking low, then include this same amount of 
error when you set the generator for 455 kHz. 
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If you can’t find stations close enough to the right frequency, 
try the third harmonic. At a 455 kHz fundamental, this is 1,365 
kHz, so use a broadcast station at 1,360 kHz (all radio stations are 
on even number 10 kHz apart). 

For high-frequency checking, use standard-frequency sta¬ 
tions WWV or (in Hawaii) WWVH. You need a communications 
receiver that covers to 30 MHz, but the actual dial calibration of 
the radio is not important. These stations broadcast accurate test 
signals at 2.5,5,10,15,20, and 25 MHz. You can identify them eas¬ 
ily by the 440 Hz beep tone, broken up by ticks at one-second in¬ 
tervals. Incidentally, these two stations also give standard time 
signals that are used the world over, in case you want to check 
your watch. 

Setting an RF signal generator 
on a crystal frequency 

Every now and then you need to set a signal generator to an exact 
frequency, either for alignment or calibration purposes, or to 
check the calibration of the signal generator. If you have a crystal 
that operates at or near the frequency you need, setting the gener¬ 
ator is easy. Some signal generators have provisions for plugging 
in crystals, but you can use a crystal even with a generator that 
does not have these provisions. 

Connect the crystal between the RF output of the signal gen¬ 
erator and the vertical input of a scope using a direct probe, as il¬ 
lustrated in Fig. 9-1. Set the RF output to maximum and turn the 
scope’s vertical gain full up. Connect the ground leads of both in¬ 
struments together, as shown. Now tune the signal generator very 
slowly back and forth over the frequency of the crystal. When you 
hit the exact frequency, you’ll see the scope pattern increase in 
height. 

The crystal is acting as a very sharp resonant filter. When you 
hit the right frequency, the RF voltage developed across it rises 
sharply; in typical tests, it might go from .05 to 0.5 V p-p. The scope 
need not be a wideband type; all you are looking for is an increase 
in pattern height. You’ll have to tune the signal generator very 
slowly because the point of resonance is very sharp and you might 
pass it. 

You can use an ac VTVM instead of the scope, or the DC-volts 
range of a VTVM with a diode in series with the probe. The polar¬ 
ity of the voltage you read depends on how the diode is connected, 
but this isn’t important; all you want is the peak. 
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You also can hook the crystal up in shunt: Connect the RF 
output lead and the scope input lead together, connect the ground 
leads together, and hook the crystal across them. Now you’ll see a 
pattern on the scope (or a voltage on the meter) at all times. When 
you hit the crystal frequency, you’ll see a very sharp dip in the 
pattern height or in the voltage reading. 

When adjusted to the peak (crystal in series) or the dip (crys¬ 
tal in shunt), the signal generator is tuned to the frequency of the 
crystal and can be used as a standard for aligning RF or IF stages, 
receivers, or whatever is necessary. This test works pretty well 
with crystals up to 4.5 to 5 MHz, but above this frequency you 
usually run into low output from signal generators (the average 
signal generator uses harmonics in the VHF range, thus reducing 
the output by half or more). Therefore, there isn’t enough RF 
power to get a usable reading on an indicator. The test would still 
work, with some kind of an amplifier or booster to get the output 
up to a readable level. 

Although it isn’t too reliable, this test can serve as an indica¬ 
tor of crystal output or activity (a broken or bad crystal won’t re¬ 
spond at all). It also will roughly identify the frequency range of 
unknown crystals. If you test a crystal and get more than one 
reading, you can still identify the fundamental frequency of the 
crystal. It will make a deeper dip or give a higher output (in the 
series test) than any harmonic. 

Finding the exact point of a zero beat 

When checking radio frequencies, you often want to find the 
exact frequency of a signal or set the bench signal generator ex¬ 
actly on a given frequency. To do so, check against a standard fre¬ 
quency of known accuracy. The easiest way is by zero-beating the 
unknown signal with the standard. All you need is a radio re¬ 
ceiver that picks up the standard frequency. The standard itself 
can come from an accurate RF signal generator, from radio station 
WWV, etc. The receiver doesn’t have to be accurately calibrated; 
it serves only as an indicator—a device for making the two fre¬ 
quencies beat against each other. 

By ear alone, it’s often hard to tell where the exact zero point 
of zero beat is. So hook an output meter (an ac voltmeter) to the 
radio output, as shown in Fig. 9-2. Next, couple the signal genera¬ 
tor to be checked to the antenna of the radio, along with the stan¬ 
dard. Sometimes just clipping its output lead to the insulation of 
the antenna lead is enough. Tune this signal to the test frequency, 
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RF signal generator 
No.l(or antenna) 
for W WV.etc) 



RF signal generator 
No.2 


Fig. 9-2 To find the exact point of a zero beat, connect an ac voltmeter to 
the radio's output. 


listening for a zero beat in the receiver output as you tune. As the 
unknown signal approaches the frequency of the standard, you 
will hear a high-pitched tone that gradually goes lower as you get 
closer until you can’t hear it at all. It then starts to go higher again 
as you tune past the standard. 

Since the beat frequency goes down to zero, below the audi¬ 
ble range, the exact zero point is hard to detect by ear. If you want 
to be very precise, tune for the lowest audible beat frequency and 
start watching the meter. When you reach a very low frequency, 
you’ll see the meter needle start to wiggle as it tries to follow the 
beat note. At the same time, it will swing slower and slower. Tune 
for where the needle moves slowest. 

Test records: Good substitutes 
for the audio-signal generator 

The average shop needs a high-quality audio-frequency signal 
generator, but seldom has one. It has to make-do with the 400 Hz 
audio output of an RF signal generator, although this will do the 
job for signal tracing and such work. However, you can get any 
kind of audio test signal you need at a very low cost, compared to 
the $300 or more for a high-quality AF generator. The source is a 
test record, and a great many different types are available — 
stereo, mono, or a combination of the two. With a suitable test 

www.engbookspdf.com 













268 Signal tracing and alignment tests 


record and an inexpensive record player, you’re ready for almost 
any kind of audio work. 

A typical test record has single-frequency bands for checking 
distortion or stylus wear, and a frequency-run series from 30 Hz 
up to 20 kHz. For stereo, it has left signal, right signal, and both for 
speaker phasing. Most test records also have many other frequen¬ 
cies. The single-channel stereo signals are very handy for check¬ 
ing separation, etc., and even for identifying channels. 

In most cases, you won’t even need an audio amplifier; the 
modern crystal cartridge has an output of up to 3 to 4 V, which can 
be fed directly into many audio circuits. If you want to, you can 
pick up a small, used amplifier to supply output signals up to 30 to 
40 V for checking speakers and signal tracing in high-power af 
stages, etc. This amplifier needn’t be hi-fi. You can use it to get the 
amplifier being tested into working condition, and then feed a 
signal directly from the cartridge into the input for distortion 
checks of the complete system with a scope. 

Using radio signals for 
testing hi-fi or PA systems 

When testing hi-fi, stereo, or PA-system amplifiers, use a radio 
station as a signal source to let the amplifier “cook” for a while 
after repairing. 

The input stage of the average high-gain audio amplifier acts 
as a detector for RF signals. Hook your TV antenna right across the 
input, as shown in Fig. 9-3 (you must have a closed circuit here). 
The lead-in and dipole make up a sort of long-loop antenna. Any¬ 
thing like a conical antenna, for example, which has no continu¬ 
ity across the lead-in, won’t work; you’d get a tremendous buzz or 
hum. 



Fig. 9-3 This circuit permits the use of radio signals for testing stereo or PA 
systems. 
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This technique works best if there’s a local radio station near 
enough to put a good signal into your shop area. If the signal is too 
weak, however, you can pick up music from a surprising distance 
by adding a detector diode in series with one side of the lead-in, or 
in shunt across the input. 

If you have several strong locals, this system won’t give a sin¬ 
gle clear sound. An alternative is to pick up the audio from the 
volume control of a small radio (either tube or transistor). You can 
set the gain wherever you want it and listen to the music as you 
cook the amplifier. 

Using a communications receiver 
as an RF signal locator or tracer 

Every now and then you need an instrument that can find or trace 
an RF signal through a circuit, identify an unknown RF fre¬ 
quency, or signal-trace through a circuit to find where the trouble 
is located. There are special signal-tracing test instruments, but a 
standard communications receiver (of the kind we used to call a 
short-wave set) will do the job nicely. 

Such receivers have antenna inputs that can be used on di¬ 
pole antennas or convert to match 75 Q coaxial cable; a shorting 
link on the antenna terminal board is used to make the conver¬ 
sion, as shown in Fig. 9-4. GetapieceofRG59/U coaxial cable 3 to 
4 feet long and prepare one end to hook up to the terminal board. 


Communications nnnHnrtnr 



back 

Fig. 9-4 A home-made probe for an RF signal locator or tracer. 
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Cut off about 1 inch of the shield braid on the other end, exposing 
the insulated inner conductor. Don’t take the insulation off; pull it 
out over the tip of the inner conductor so the wire can’t make 
contact with anything. 

Now, you can find and identify any RF signal within the 
tuning range of the receiver. For example, if you’re checking a 
high-frequency oscillator circuit and want to know whether it’s 
working on the right frequency—or working at all, for that 
matter—simply put the probe end of the cable close to the circuit 
and tune for the oscillator signal on the receiver dial. You can 
bend the end of the probe cable into a little hook that can be 
hooked over wires, etc., near the circuit under test. 

An unmodulated RF signal sounds like a little thump in the 
speaker when tuned across. Tuned directly on it, you hear a rush¬ 
ing sound. A better way to identify it is to turn on the receiver’s 
beat-frequency oscillator (bfo). Now if you cross an RF signal, 
you’ll hear the characteristic beat note or sequel. 

For an indication of the strength of the signal, hook a dc 
VTVM to the test receiver’s avc circuit. For convenience, run a 
lead from the avc to a jack on the receiver panel or back apron, 
etc., and connect the VTVM there. If the receiver doesn’t have 
avc, use the dc voltage developed across the audio detector; this is 
usually where the avc voltage comes from anyway. The voltage 
will go more negative as the input signal strength increases. 

A receiver with a probe and an avc meter attached makes a 
handy little alignment indictor. For example, if you are tuning up 
an RF amplifier stage, feed in a signal at the desired frequency, 
tune the RF stage to it, and then pick up the RF signal output at the 
mixer grid with the probe. Now, you can adjust the input signal to 
a very low level to really sharpen the tuning of the RF stages. 

You also can follow an RF signal through these stages to de¬ 
termine if it is getting through, to see if there is a loss or gain in 
each stage, and to make many tests that are impossible with other 
test equipment. The probe will not seriously detune any stage be¬ 
cause it should never make actual contact. Because of the sensi¬ 
tivity of the test receiver, the probe picks up plenty of signal when 
it is placed near any circuit. 

You can use this method for netting CB transceivers—that is, 
tuning all transmitters and receivers in a system exactly to each 
others’ frequency. Tune the test receiver to the CB transmitter by 
keying the transmitter and tuning for maximum avc voltage. 
Next, tune your RF signal generator to the same frequency in the 
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same way. Now feed the signal from the RF generator into the CB 
receiver, and tune it up for maximum output. You can use the test 
receiver as an output indicator by picking up the IF signal at the 
CB audio detector or you can use a scope or output meter. The CB 
transmitter itself can be used for this of course, but the RF signal 
generator will do a better job because its output can be controlled. 
Always make this kind of alignment adjustment on the smallest 
possible RF signal to avoid flattening the response curves or over¬ 
loading the high-gain RF circuits. 

In some VHF receivers, such as in two-way FM systems, fre¬ 
quency multiplication can be used to produce a VHF frequency 
from a low-frequency crystal oscillator. These receivers can be 
very confusing if you’re not sure the multiplier coils are tuned to 
the correct harmonic! Set the dial of the test receiver to the correct 
harmonic frequency, hook the probe over the output lead of the 
multiplier coil, and tune for maximum. 

Using an ac voltmeter 

for gain checks and signal tracing 

The ac voltmeter can be a handy instrument. The standard recti¬ 
fier-type voltmeter has a good frequency range, making it espe¬ 
cially useful for gain checks and signal tracing in audio amplifiers. 

Feed an audio signal—about 400 Hz — into the input of an 
audio amplifier. Put a blocking capacitor of any size from 0.01 to 
0.1 fiF in series with the meter. (Rectifier-type meters are affected 
by dc; the capacitor blocks any dc and lets you read only ac or sig¬ 
nal voltages.) Now you can start at either end of the amplifier and 
trace the signal through each stage to find out whether there is 
gain or loss. 

This test is handy in amplifiers that are weak, but not dead. 
It’s a rapid way to find the defective stage in a dead amplifier, too. 
Simply run through the circuit until you find the stage that has 
signal on the input but none on the output, and there you are. 

This technique works with tubes or transistors and is espe¬ 
cially useful in transistorized PC-board circuits. By using signal 
tracing first, you save the trouble of making voltage measure¬ 
ments and unsoldering parts before you have actually found the 
defective stage. The basic thing to check for is small signal on the 
input (base or grid) and a larger signal on the output (plate or col¬ 
lector), which would indicate that the stage does have gain. When 
you find a stage with no gain, or with a loss, that’s the faulty one. 
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There is one exception to this rule in tube circuits and, to 
some extent, in transistors: the split-load phase inverter. As a 
rule, this stage is not designed to have any gain, but merely to di¬ 
vide and invert the signal. In the tube circuit, the load resistance 
is divided equally between the plate and cathode circuits. Thus, 
equal signal voltages appear on the two elements, but one signal is 
180° out of phase with the other. There are several transistor cir¬ 
cuits that do the same thing. To check for proper operation of such 
a circuit, measure the signal voltages on the input elements (grids 
or bases) of the following push-pull stage. The two signals should 
always be equal in amplitude. You can’t check the phase without 
a scope, but chances are, if the signals are of equal amplitude, ev¬ 
erything else is okay. 

The ac voltmeter is also handy for finding troubles in stereo 
amplifiers. Feed the same audio signal into both inputs at the 
same time. Now measure the signal levels in corresponding stages 
of the two channels. At a given point, if you find one channel with 
a much lower signal than the other, that’s the source of the trou¬ 
ble. Use the good channel as a guinea-pig to find out where the 
trouble is in the other channel. 

The gain setting must be the same in both channels to prevent 
confusion. A good procedure is to turn both gain controls full on 
and then reduce the input signal level until the output level is 
about right. Don’t overdrive; most stereo amplifiers have high 
gain and need only a small input signal. For the average phono 
input, 1 or 2 V is plenty; for a microphone input, much less will do 
—0.005 volt or less. Very high input signals can cause severe dis¬ 
tortion or even damage transistors. 

Power output tests for 
PA and hi-fi amplifiers 

Check the power output of PA amplifiers and hi-fis to see if that 
30 W amplifier is actually able to deliver 30 W output. There is a 
simple test. After you have completed repairs and the amplifier is 
theoretically in first-class shape, hook up a properly matched load 
resistor across the output, feed in an audio signal, and read the 
power output by measuring the audio voltage across the load re¬ 
sistor. Ohm’s law does the rest. 

Figure 9-5 shows how the equipment is set up for this test 
procedure. You need a resistor that matches the output imped¬ 
ance of the amplifier and has a rating high enough to handle the 
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Fig. 9-5 The setup for testing the power output of a stereo or PA amplifier. 


power, with a safety factor. For a 30 W amplifier, a 50 W resistor is 
good. You can get such resistors from surplus stores at reasonable 
prices. Otherwise, make them up from stock values. For instance, 
PA and hi-fi tube amplifiers usually have output transformers 
tapped at 4, 8,16, and 500 Q. Five 75 Q 10 W resistors in parallel 
give 15 Q at 50 W (for equal resistors, power ratings are totaled), 
and this is close enough for the 16 Q tap. Five 2,500 Q resistors in 
parallel give 500 Q, etc. 

With the load resistor hooked up, feed a low-level audio sig¬ 
nal into the input; 1,000 Hz is a good frequency since most audio 
measurements are made at this frequency. Actually, the fre¬ 
quency doesn’t make too much difference, as long as you’re some¬ 
where between 500 Hz and 5,000 or 6,000 Hz. (On most transistor 
amplifiers, especially the older ones, don’t feed in a high-fre¬ 
quency signal—say, 15,000 Hz—at high power. The output tran¬ 
sistors will overheat.) Remember this precaution: Never turn on 
an amplifier without the load resistor of the speaker hooked up. 
Even in tube amplifiers, you can burn out the output transformer 
in a very short time, and transistors can go in a fraction of a second 
if they are run without the proper load. Never short transistor 
outputs! 

The service data gives the correct input level for many ampli¬ 
fiers. However, you are in the power output stage; can it deliver 
the rated power? To find out, hook an ac voltmeter across the load 
resistor and fire up the amplifier. If you’re using a 15 £2 resistor 
and the amplifier is rated at 30 W, for example, you should read at 
least 21V. Using W = E 2 /R and transposing to calculate E, you get 
E 2 = 30 X 15, which yields about 21 V for E. 
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This is also a good voltage-amplification or sensitivity check. 
For example, on a phono input, you should get full power with the 
normal input level. With a high-output phono cartridge, this 
would be about a 2 V input signal. On a low-output microphone, it 
would be about 5 mV, etc. If you can get full output only by over¬ 
driving the input to two or three times normal, then one of the 
voltage amplifier stages isn’t giving enough gain. 
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Digital circuits 

Electronics circuits can be divided into two broad categories: 
analog and digital. These two types are fundamentally different. 
In the past, virtually all electronics circuits were analog. Almost 
all of the circuits discussed so far in this book are analog circuits. 

In the last decade or so, however, an electronics revolution 
has been taking place. Digital circuitry is becoming increasingly 
common, even in applications that were formerly solidly in the 
analog domain. Digital circuits are not used only in computers 
and calculators. They also show up in television sets, tape re¬ 
corders, stereos, test equipment, alarm systems, and almost every 
conceivable type of electronics equipment. 

Today’s electronics technician has to be able to cope with dig¬ 
ital circuitry. This is a frightening thought for many “traditional” 
technicians. Some technicians with long experience working 
with analog circuits feel intimidated by digital electronics. 

There is really no need for such trepidation. Digital elec¬ 
tronics is quite different from analog electronics in many ways, 
and servicing it often requires the technician to think in some¬ 
what different ways. However, there is considerable overlap be¬ 
tween digital and analog circuitry. More importantly, digital 
electronics is inherently simpler in concept than analog elec¬ 
tronics. If you can understand the workings of a switch, you can 
understand digital circuits. Digital circuits are simply combina¬ 
tions of various switching functions. 

In a digital circuit, a signal may take on one of only two possi¬ 
ble values. A low signal is usually just slightly above ground po¬ 
tential, and a high signal is a little bit below the supply voltage. 
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There are no other possibilities. These two states are given var¬ 
ious names, but they all mean the same thing: 


Low 

High 

0 

1 

No 

Yes 

False 

True 

Off 

On 


(In some specialized applications low is called “1” and high is 
called “0.” This is done for convenience, and nothing is changed 
except the arbitrary names used.) 

There is no ambiguity in a digital circuit. The signal is either 
clearly low or clearly high. If it is not definitely one state or the 
other, then something is unquestionably wrong. An analog signal, 
on the other hand, is inherently ambiguous. Say a signal at a cer¬ 
tain point in the circuit is supposed to be 5 V. Would 4.75 V be ac¬ 
ceptable? How about 5.5 V? There is always a margin for error. In 
a digital circuit there is no margin for error. Only “yes” or “no” is 
permitted — “maybe’s” can't exist. 

Digital circuits are built around semiconductors called gates 
that are usually in IC form, so they can be treated as “black 
boxes.” A digital gate produces a predictable output in response to 
the state of one or more inputs. The output/input pattern is fre¬ 
quently expressed in the form of a truth table, a notation of what 
the output should be for every possible combination of inputs. 

The simplest digital gate is a buffer, analogous to the buffer 
amplifier found in analog circuits. A buffer amplifier has a gain of 
one, so the output is the same as the input. Similarly, a buffer gate 
does not change the state of the signal passing through it. The 
truth table for a buffer looks like this: 

Input Output 

0 0 

1 1 

Note that there is no other possible input to this device, so there 
can be no other output condition. The truth table covers all possi¬ 
bilities. The schematic symbol for a buffer is shown in Fig. 10-1. 

An inverter works something like the inverting input of an op 
amp. The output always has the opposite state as the input. The 
schematic symbol and truth table for an inverter are given in 
Fig. 10-2. The letter with the overscore is read “A not.” 
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Input Output 

Input 

0 0 

1 1 

Fig. 10-1 The simplest digital gate is the buffer. 

Input Output 

A A In A 

0 l 

1 0 

Fig. 10-2 An inverter reverses the input state at the output. 

One-input gates are of limited use. More complex devices 
combine two or more inputs into one or more output(s). Multiple 
input gates might seem a little confusing at first, but they are easy 
enough to understand if you think about their names. For exam¬ 
ple, a two-input AND gate is shown in Fig. 10-3. The output is high 
if and only i/input A and input B are both high. If either A or B (or 
both) is low, then the output must be low. This particle can be 
extended for any number of inputs. For example, Fig. 10-4 shows 
a four-input AND gate. 

Inputs Output 

A B 
0 0 
0 1 
1 0 
1 1 

Fig. 10-3 The AND gate. 

If you invert the output of an AND gate, as illustrated in Fig. 
10-5, you get the opposite pattern. The output is high unless both 
A and B are high. This is called a NAND gate. The name is derived 
from “Not AND.” 

Another basic type of gate is the OR gate, shown in Fig. 10-6. 
The output is high if either input A or input B is high. The output 
of an OR gate can be inverted, as shown in Fig. 10-7, creating a 
NOR (Not OR) gate. The output is high if and only if neither input 
A NOR input B is high. 
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Inputs Output 


A B C D 

0 0 0 0 
0 0 0 1 
0 0 10 
0 0 11 
0 10 0 
0 10 1 
0 110 
0 111 
10 0 0 
10 0 1 
10 10 
10 11 
110 0 
110 1 
1111 

Fig. 10-4 


IO 


Digital gates can have more than two inputs. 


C Out 



Fig. 10-5 The opposite of an AND gate is the NAND gate. 
Inputs Output 


AB 

0 0 
0 1 
1 0 
1 1 

Fig. 10-6 




Another common type of digital gate is the OR gate. 


A variation of the basic OR gate is the X-OR, or exclusive OR 
gate, illustrated in Fig. 10-8. The output is high if either input is 
HIGH, but not both. The X-OR gate can be referred to as a differ¬ 
ence detector because the output goes high only if the inputs are 
in different states. If the inputs are the same, the output will be 
low. 
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Inputs Output 

A B C 

0 0 1 

0 1 0 

1 0 0 

1 1 0 


Fig. 10-7 Inverting the output of an OR gate results in a NOR gate. 

Inputs Output 

C 

0 
1 
1 
0 

Fig. 10-8 The X-OR gate is a variation on the basic OR gate. 

ICs to perform all these basic gating functions are widely 
available and inexpensive Any combination can be created by 
combining various gates. Digital ICs that perform complex func¬ 
tions (such as counters, multiplexers, or even CPUs) contain mul¬ 
tiple gate circuits internally. This discipline, logic, is the basis for 
computers. 

Space does not allow a discussion of all the common digital 
ICs. In servicing digital equipment, you need to know what signal 
level should be at a given point under certain circumstances. Es¬ 
sentially this is the same idea used in testing analog circuits. 
There are just fewer possible signal values in a digital circuit. 

In most digital circuits, you see a small capacitor across the 
power supply leads of each IC. This capacitor’s job is to filter out 
noise and brief transients in the supply lines. Digital ICs are very 
sensitive to power-supply variations, even if they are very brief. If 
a piece of digital equipment starts behaving erratically, suspect 
problems in the supply voltage. Make sure the voltage is correct. 
Power supplies for digital circuitry should be very well regulated. 
Monitor the supply lines with an oscilloscope to see if there is ex¬ 
cessive noise or transients. If just one IC seems to be misbehaving, 
the capacitor across its supply leads is a likely culprit. It could be 
open or leaky. Also make sure that there is a good connection to 
all of the IC’s pins, especially if a socket is used. 
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Logic probes 

The simplest type of digital test equipment is the logic probe, a 
device that indicates the current logic state (high or low) at a spe¬ 
cific point in the circuit. A super simple logic probe made from a 
single inverter section is shown in Fig. 10-9. The LED lights when 
the probe detects a low signal. If the LED does not light, the logic 
state is assumed to be high. A ground connection must be made 
between the probe and the circuit being tested. The supply volt¬ 
age for the probe can be tapped off from the power supply of the 
circuit under test. 


+v 



Fig. 10-9 A simple logic probe circuit. The pin numbers given are for a 
CD4049 hex inverter 1C. 


Although functional, this simple logic probe leaves a lot to be 
desired. There is no way to distinguish between a no-signal con¬ 
dition and a low logic state. Also, in many digital circuits, the 
logic state changes back and forth at a high rate, often at frequen¬ 
cies above 1 MHz. When the LED is lit, it could indicate a high 
state or a stream of rapid pulses. 

An improved version of the circuit is illustrated in Fig. 10-10. 
This time there are two indicator LEDs. Together they can indi¬ 
cate four possible conditions: 


LED 1 

LED 2 

dark 

dark 

dark 

lit 

lit 

dark 

lit 

lit 


Indicated condition 

no signal 
LOW 
HIGH 
pulses 
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Fig. 10-10 An improved version of the logic probe circuit shown in Fig. 10-9. 


Monitoring brief digital signals 

In many digital circuits, a signal might hold one state (high or low) 
most of the time, but an occasional brief pulse to the opposite state 
will be crucial to correct circuit operation. Such pulses can be ex¬ 
tremely brief—perhaps only a tiny fraction of a second. The LED 
in a simple logic probe such as those discussed in the preceding 
section would flash on and off too quickly to be visible to the 
human eye. 

To detect such brief one-shot pulses, most commercial logic 
probes include a pulse stretcher circuit to extend the time the 
LED is lit. There are two basic approaches to pulse stretching. One 
is to use a timer in a monostable multivibrator mode. When the 
pulse is detected, it triggers the timer, which lights the LED for a 
fixed period of time, regardless of how brief the triggering pulse is. 

The other approach uses a flip-flop. A flip-flop (or bistable 
multivibrator) can hold either logic state indefinitely. Each time it 
is triggered, the flip-flop reverses its output state. When the flip- 
flop detects a pulse, the LED lights and stays lit until a second 
pulse is received or the circuit is reset manually, usually via a 
small push button. The flip-flop is discussed in more detail later in 
this chapter. 
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Signal tracing in a digital circuit 

A logic probe is used in much the same manner as a signal tracer is 
used in an analog circuit. You can either start at the circuit’s final 
output and work your way backward through the circuit, or you 
can start the input and work your way toward the output. In ei¬ 
ther case, when the signal is suddenly not what it should be, you 
have isolated the troublesome stage. 

To perform signal tracing in a digital circuit, you need a very 
good understanding of what is supposed to be happening at each 
stage of the circuit. Work closely with the schematic and deter¬ 
mine the function of each IC, If there is no signal, or if the output of 
a given IC remains constant regardless of the signals applied to 
any of its inputs, something is obviously wrong. No IC’s function is 
to sit there and do nothing. Bad ICs will show one of these symp¬ 
toms. 

Digital signal shape 

All digital circuits work with square waves (or rectangular 
waves). Most digital gates cannot respond reliably to other wave¬ 
shapes. If you have a digital circuit that is behaving erratically, 
monitor the digital signals with an oscilloscope. You should get a 
clean square wave without excessive ringing or noise. The tops 
and bottoms should be reasonably flat. The sides should be steep 
and straight. Distorted rise times or fall times can confuse many 
digital circuits. 

Power-supply problems in digital circuits 

The majority of problems in digital circuits seems to be traceable 
to troubles in the power supply. Digital ICs tend to be very power- 
supply sensitive. Some types are more sensitive than others. TTL- 
type digital ICs are cheap and durable, but the supply voltage for 
these devices must be between 4.75 and 5.25 V. CMOS devices 
(which are becoming the norm) will accept a wider range of sup¬ 
ply voltages, but they are still sensitive to severe noise or ripples. 
Transients (brief bursts) in the power line can cause erratic oper¬ 
ation or even permanent damage to some of the digital chips. 

Be very critical when taking measurements in a digital power 
supply circuit. If anything seems questionable, treat it as if it is 
bad. Better safe than sorry. 
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Again, to protect digital ICs from transients and power- 
supply noise, there is usually a small capacitor connected across 
the power supply pins of each individual IC. These capacitors are 
a fairly common source of trouble. If just one IC seems to be acting 
up, check the power bypass capacitor. It could be open or leaky. 

In some inexpensive equipment, you cannot use bypass ca¬ 
pacitors. If you want to guard against future problems, it might be 
worth your while to add the omitted capacitors yourself. They are 
certainly cheap enough and usually can be tack-soldered in place 
without too much difficulty. Be careful not to overheat the IC or 
you can destroy it. Always use a heat sink whenever you do any 
soldering near an IC. Mount the capacitor physically as close to 
the body of the IC as possible. 

Logic analyzers 

A fairly new type of test instrument is the logic analyzer. This in¬ 
strument can be thought of as the digital equivalent of an oscillo¬ 
scope. It permits the technician to view the signals in a digital cir¬ 
cuit directly. 

In a nutshell, what the logic analyzer does is to sample digital 
signals and store them for later review. The stored signals are in 
the form of l’s and 0’s. 

A logic analyzer can be used in any digital circuit. It is most 
useful in microprocessor-based circuits. Generally the logic ana¬ 
lyzer is used to monitor the signals appearing on the address or 
data buses. Several signals are monitored simultaneously. Some 
logic analyzers display the stored data directly on an internal dis¬ 
play. Others feed their output data to an ordinary oscilloscope for 
display. 

The logic analyzer is really too complex to discuss in full de¬ 
tail here. It would take a book to completely cover its operation 
and use. If you do much work with digital (especially micropro¬ 
cessor-controlled) equipment, you should look into acquiring a 
logic analyzer. 

Pulse generators 

Pulse generators are becoming increasingly common on test 
benches. Basically, a pulse generator is a special-purpose signal 
generator. The circuitry is not dissimilar to the function genera¬ 
tor. 


www.engbookspdf.com 


284 Digital circuits 


A pulse generator puts out clean square waves and rec¬ 
tangular waves with steep rise times and fall times. The signals 
are suitable for use as test signals in test equipment, and a number 
of triggering modes are usually offered for various types of tests. 
A pulse generator sometimes can be used as a regular analog func¬ 
tion generator, also. 

Most of the better pulse generators offer a number of special 
features. One feature that can be useful for checking an erratic 
digital circuit is variable rise/fall time. Starting from the mini¬ 
mum settings (steepest sides on the waveform), gradually in¬ 
crease the times until the device being tested starts showing the 
faulty symptoms. Now you know how much the signal can be dis¬ 
torted without trouble. Then use your scope to find the stage that 
distorts the pulse past the allowable amount. 

A full discussion of the pulse generator is beyond the scope of 
this book, but if you do much work with digital circuits, a good 
pulse generator on your workbench is a handy tool. 

Flip-flops 

Ultimately, all digital circuits break down into gates, but for most 
practical applications, dealing with individual gate ICs would be 
unwieldy at best. In sophisticated applications, the sheer bulk in¬ 
volved would render the circuit utterly impossible to build and 
operate under any realistic circumstances. For this reason, multi¬ 
ple gate units are combined into single ICs. A central processing 
unit (CPU) for a computer might contain the equivalent to thou¬ 
sands or even millions of gates within a single 40-pin IC. 

Of course, there are many digital devices between the simple 
gate IC and the sophisticated CPU. Devices at the lower end of the 
scale generally have wider applications because they are less in¬ 
herently specialized. 

One of the most important of these medium-level digital de¬ 
vices is the flip-flop. More technically, the flip-flop is a bistable 
multivibrator. A multivibrator has two possible output states: 
high and low. The output signal is never between these two ex¬ 
tremes. 

A monostable multivibrator has one stable state. It holds 
this state indefinitely. When the monostable multivibrator is 
triggered by an external signal, the output jumps to the opposite, 
unstable state for a fixed period of time, determined by specific 
component values within the multivibrator circuit. 
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An astable multivibrator has no stable states. Its output con- 
stinuously switches back and forth between the high and low 
states at a regular rate. The timing of these switchovers is deter¬ 
mined by specific component values within the multivibrator 
circuit. In most cases, no external input signal is applied to an 
astable multivibrator. 

A bistable multivibrator has two stable output states. This 
type of circuit can hold either a low output or a high output indef¬ 
initely, as long as power is continuously applied to the circuit. 
Each time the bistable multivibrator circuit receives a trigger 
pulse (external input signal), the output reverses its state, from 
low to high or from high to low. This new output state will be 
held indefinitely until a new trigger pulse is received to reverse 
the output state once more. 

In effect, the bistable multivibrator, or flip-flop, “remem¬ 
bers” the last output state to which it was set. This type of circuit 
is therefore sometimes referred to as a one-bit memory. Another 
common name for this device is a latch. In practical usage, the 
rather casual sounding flip-flop is the most frequently employed 
term for this type of circuit. 

Some electronics technicians can understand digital gates 
fairly easily but find flip-flops a bit confusing, especially there are 
several different types of flip-flops that function in significantly 
different ways, despite their major similarities. A technician ob¬ 
viously can’t trouble-shoot and service a flip-flop circuit if he or 
she doesn’t know how it is supposed to work in the first place. For 
this reason, it seems reasonable to briefly discuss the principles of 
flip-flops and the various types of this device used in modern 
electronics circuits. 

RS flip-flop 

Figure 10-11 shows one of the simplest flip-flop circuits. It is made 
up of a pair of two-input NAND gates. This is a RS flip-flop. Notice 
that it has two inputs, labeled “S,” for Set, and “R,”Jor Reset. The 
circuit also has two outputs labelled and Q and Q, or NOT Q. 
(The bar over a logic term always indicates inversion or negation.) 
The Q and^ outputs are always at opposite states; that is, if Q is 
high then Q is low, and vice versa. 

In examining the operation of this RS flip-flop circuit, let’s 
assume that when power is first applied to the circuit both the S 
and R inputsjire high and output Q is low. Of course, this means 
that output Q must be high. 
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Fig. 10-11 A simple RS flip-flop circuit. 


Notice that the inputs to NAND gate A are S (high) and Q 
(high). This means that the output of this gate (Q) will remain low, 
until the input conditions are changed. Similarly, the^ inputs to 
NAND gate B are R (high) and Q (low), so its output (Q) remains 
high. The circuit will be latched in this state as long as both inputs 
(S and R) are held high. 

If input S is now brought low, the situation changes. The out¬ 
put of gate A (Q)_is changed to high, which, in turn, forces the out¬ 
put of gate B (Q) to go low. 

Even if input S is changed back to the high state, the flip-flop 
circuit’s output states will not change because of the way they are 
fed back to the inputs of the gates. The circuit is latched into this 
new state, and any changes in the signal at the S input will have 
no effect on the output signals. 

Next, let’s change input R to low. This will change the output 
of gates B (Q) back to high, and gate A’s output (Q) will go low once 
more. Further changes in the R input will have no effect on the 
circuit’s outputs. 

In other words, a 0 (low) input at S sets the flip-flop (Q = high 
and Q = low), while a 0 input at R resets the flip-flop (Q = low 
and Q = high). A 1 (high) at both inputs will latch the circuit in its 
present state. The outputs will not change states. 

Notice that a 0 at both inputs is a disallowed state. The output 
will be unpredictable under this condition. If this situation inad¬ 
vertantly occurs because of some sort of circuit defect in an earlier 
stage of the digital circuit, all sorts of strange things might happen, 
or the circuit might simply become unreliable—sometimes it 
works and sometimes it doesn’t. 

As with digital gates, the operation of a flip-flop can be sum¬ 
marized in the form of a truth table. Following is the truth table 
for the simple RS flip-flop circuit described previously: 
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Inputs Outputs 

R S Q Q 

0 0 Disallowed state 

0 1 0 1 

10 10 

1 1 Latch — No change 

In some technical literature, the RS flip-flop might be re¬ 
ferred to as a set-reset flip-flop. These terms are interchangable. 

JK flip-flop 

Another common type of bistable multivibrator used in digital 
circuits is the JK flip-flop. The “JK” is used to distinguish this type 
of flip-flop from the RS type. J and K apparently don’t stand for 
anything in particular. 

The JK flip-flop is somewhat more complex than the RS flip- 
flop. It has five inputs and two outputs, as illustrated in Fig. 10-12. 
As in the RS flip-flop, the outputs of the JK flip-flop are labeled 
“Q” and “Q.” Once again, Q is always the complement of Q. The 
five inputs to a JK flip-flop are: preset, preclear, J, K, clock. 


Fig. 10-12 The IK flip-flop is 
somewhat more 
sophisticated than 
the RS flip-flop. 


Preset Preclear 


11 


Q 

Q 


The preset and preclear inputs work rather like the set (S) and 
clear (or reset, R) inputs on a RS flip-flop. A low input on the pre¬ 
set terminal immediately forces the Q output high and the Q 
output low. Similarly, a low input on the preclear terminal im¬ 
mediately forces the Q output to go low and the Q output high. If 
both the preset and preclear inputs are simultaneously high, the 
output states will be determined by the other three inputs. 

Putting both the preset input and the preclear input in a low 
state simultaneously is a disallowed state. The circuit will be¬ 
come confused, and the output states will be unpredictable, re¬ 
sulting in very erratic operation of the digital circuit at best. 
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The preset and preclear inputs can be activated at any time. 
They are not affected by the clock input (discussed in the next 
paragraph). These inputs take precedence over the other three 
inputs, which are ignored by the flip-flop circuit unless both pre¬ 
set and preclear are high. 

The J and K inputs are clocked inputs, which means they can 
have no effect on the outputs until the clock input receives the ap¬ 
propriate pulse signal. When the clock input is triggered, the flip- 
flop circuit looks at the J and K inputs and responds accordingly. 

There are two basic types of clocking: level clocking and edge 
clocking. In a level-clocking system, the clock input is triggered 
by the actual logic state of the input signal. It might be designed to 
trigger on either a high state or a low state, but not both. The clock 
will remain activated for as long as the input is held at the appro¬ 
priate logic level. 

Edge clocking, on the other hand, is triggered by the transi¬ 
tion from one state to the other. Either the low to high (positive 
edge) transition or the high to low (negative edge) transition can 
be used (but not both, depending on the design of the specific cir¬ 
cuit within the IC itself. Obviously, an edge-clocked device is 
activated for a much shorter time period than a level-clocked de¬ 
vice. For most practical digital circuits, edge clocking is far more 
common than level clocking. 

Clocked circuits, like the JK flip-flop, have a number of ad¬ 
vantages, especially within large systems. First, by triggering all 
the subcircuits within a large system from the same clock signal, 
all operations can be forced to stay in step with each other 
throughout the system, helping to prevent erroneous signals. In¬ 
stead of events in the circuit just happening whenever they hap¬ 
pen, they must occur at a specific time. Such a clocked circuit is 
often called a sequential circuit because the signals must occur in 
the correct sequence. Obviously, a flaw in the clocking circuitry 
can cause many functional defects in the system as a whole. 

Clocked circuits also tend to be a bit less sensitive to noise on 
the input lines. Of course, if noise occurs on the clock signal line, 
the circuit almost certainly won’t function properly. The prob¬ 
lems of noise in digital circuits will be discussed later in this chap¬ 
ter. The following is the truth table for a JK flip-flop 


ps pc C J K 

0 0 x x x 

0 1 x x x 


Inputs 


Outputs 

Q Q 


Disallowed state 
1 0 
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0 x x x 
1 N x x 
1 T 0 0 
1 T 0 1 
1 T 1 0 
1 T 1 1 


0 1 

No change 
No change 
0 1 
1 0 

Reverse states 


In this truth table, a 0 indicates a logic low signal, and a 1 in¬ 
dicates a logic high signal. An x means “Don’t Care.” The state of a 
“Don’t Care” input has no effect on the output signal. The input 
signal marked x may be either a low or a high —it doesn’t matter. 
N means the clock is not triggered, and T means the clock is trig¬ 
gered. C stands for the clock input, ps is the preset input, and pc is 
the preclear input. 

Notice that if both the J and K inputs are high (assuming the 
preset and preclear inputs are both high, of course), the outputs 
will reverse states each time the clock is triggered. For example, 
let’s say the Q output startsout as a 0 (Q = 1). On the first clocking 
pulse, Q will become a_l (Q = 0). The second clocking pulse will 
change Q back to a J) (Q = 1). The third clocking pulse changes Q 
to a logic 1 again (Q = 0). 


D-type flip-flop 

The JK flip-flop is clearly quite useful and versatile. In most prac¬ 
tical applications, the preset and preclear inputs aren’t used (they 
are hard-wired to high), and there is no disallowed state to poten¬ 
tially confuse matters with the clocked inputs. However, the JK 
flip-flop’s requirement for two inputs (J and K), in addition to the 
clock signal, sometimes can be inconvenient in certain applica¬ 
tions. 

The problem can be solved by using yet another type of flip- 
flop circuit, known as the D-type flip-flop. The D stands for data. 
Figure 10-13 illustrates how a D-type flip-flop can be made from a 
JK flip-flop and an inverter. Notice that, in this circuit, the J and K 
inputs must always be at opposite states. If J is high, then K must 
be low, and vice versa. 

Following is the truth table for a D type flip-flop: 

Inputs Outputs 

CD Q Q 

N x No change 

TO 0 1 

T 1 10 
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Fig. 10-13 A D-type flip-flop can be made from a IK flip-flop and an in¬ 
verter. 

In this truth table, C is the clock input. N means the clock is 
not triggered, and T means the clock is triggered. The x stands for 
“don’t care.” The D input is ignored by the circuit except when 
the clock input is properly triggered. Most D-type flip-flops also 
have preset and preclear inputs that function exactly as in a JK 
flip-flop, discussed previously. 

As you can see from the truth table, a D-type flip-flop is fairly 
simple, but it can be made even simpler. You don’t always need 
an external D input signal. A D-type flip-flop can operate on just 
the clock signal, using the configuration shown in Fig. 10-14. The 
D input is fed by the Q output. The clock must be edge-triggered in 
this type of circuit, so there is only time for a single-state change 
during each clock pulse. 


D | Q 


- Output 

Q 


Clock - • 

Fig. 10-14 A D-type flip-flop can operate on just the clock signal, dividing 
the clock frequency by two. 

Assume that the Q output starts out high; therefore, the Q 
output must be low. This signal is fed back to the D input, forcing 
it low, too. Nothing happens until the clock is triggered. Then the 
flip-flop circuit looks at the data on the D input. Since this a 0, the 
truth table tells us the Q output must go low, and Q becomes high. 
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This high signal is fed back to the D input, but by this time the 
clocking pulse is gone, so the flip-flop waits until the next trigger 
signal is detected When the clock is triggered a second time, the 
high signal on the D input changes Q back to high, and Q drops 
back down to the low state, and we’re back to where we started. 
This pattern will repeat indefinitely, as long as power is applied to 
the circuit and the clock trigger pulses keep coming. 

The input and output signals for this circuit are illustrated in 
Fig. 10-15. Notice that both signals are in the form of square 
waves. Actually, the input might be any rectangular or pulse 
wave, but assuming the clock signal has a regular frequency, the 
output signal will always be a true square wave. 


n 


j 


i 


Fig. 10-15 Some typical input and output signals for the circuit of Fig. 

10-14. 

Notice that it takes two complete input (clock) cycles to pro¬ 
duce one complete output cycle. This means the output fre¬ 
quency is exactly one-half the input frequency. For this reason, 
this type of circuit is often called a frequency divider; it divides 
the clock frequency by two. 

This simple circuit is also a digital counter, albeit of a very 
trivial sort. It can count only two steps before it resets itself and 
starts the count over. By itself, it is of limited value as a counter, 
but you can cascade multiple D-type flip-flops in series to create 
more advanced binary counters. (In the binary numbering system 
there are just two numerals: 0 and 1.) 

A three-stage binary counter made from D-type flip-flops is 
shown in Fig. 10-16. The preset and preclear inputs of each of 
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Fig. 10-16 A simple three-stage binary counter circuit. 


three flip-flops in this circuit are tied together, and the preset 
inputs are connected to the supply-voltage line, so they are 
always held high. Remember that each IC package also must have 
its power-supply pins connected to the power supply, even if this 
is not explicitly shown in the schematic diagram. The power- 
supply connections are always assumed. 

The three preclear inputs go to a single SPDT switch, prefera¬ 
bly with momentary contacts for one NC connection (shown in 
the diagram) and one NO connection. In its normal position, the 
switch sends a logic 1 (high) to all the preclear inputs. When both 
the preclear and preset inputs of a D-type flip-flop are high, the 
output states are determined by the D input and the clock input. 
When the switch is moved briefly to its other (NO) position, how¬ 
ever, a logic 0 (low) is applied to the preclear inputs, forcing the Q 
output of each flip-flop stage low (and each Q output goes high), 
regardless of their previous states. This switch clears the counter 
by forcing it to a 000 output state. 

As you look at the operation of this simple counter circuit, 
you will start out with this initial 000 condition, and see what 
happens on each successive clock pulse. Assume that the clock 
inputs trigger on the positive edge (that is, on the low to high 
transition). 

Clock pulse #1 Flip-flop A has a 1 on its D input (since D is 
tied to Q in each stage). When the first clock pulse is received, QA 
goes to 1 and Q goesto 0. Flip-flop B is clocked by the 0 to 1 transi¬ 
tion of flip-flop A’s Q output. Since QA just went from 1 to 0, flip- 
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flop B is not triggered, and its output state remains the same as be¬ 
fore. Similarly, flip-flop C is clocked by QB. This signal has not 
changed during this clock pulse, so flip-flop C’s output is also un¬ 
changed. Reading the outputs from right to left (i.e., C—B—A), 
we have a binary count of 001, or one. 

Clock Pulse #2 QA is a 0. This is fed back to DA. When the 
triggering clock pulse is received, QA goes to 0 and QA goes to 1. 
Since QA has made a 0 to 1 transition, flip-flop B is also triggered. 
The 1 on the DB input (from QB) changes QB to a 1 and QB to a 0. 
Flip-flop C is not triggered. Reading the outputs from right to left, 
we now have a binary count of 010, or two. 

Clock Pulse #3 This pulse behaves like Clock Pulse #1, 
changing QA to a 1 and QA to a 0 and leaving flip-flops B and C 
unchanged. The outputs now read Oil, or three. 

Clock Pulse #4 DA is being fed a 0 (from QA), so QA changes 
to a 0 and QA changes to a 1. The 0 to 1 transition of QA triggers 
flip-flop B. DB is being fed a 0 from QB, so QB becomes 0 and QB 
becomes 1. Since QB also has made a 0 to 1 transition on this pulse, 
flip-flop C is also triggered. QC changes to a 1, and QG changes to a 
0. Reading the outputs from right to left, we now have a binary 
count of 100, or four. 

Clock Pulse #5 This pul se again behaves like Clock Pulse 
#1, changing QA to a 1 and QA to a 0, and leaving flip-flops B and C 
unchanged. The outputs now read 101, or five. _ 

Clock Pulse #6 QA changes from 1 to 0, and QA changes 
from 0 to 1. This triggers flip-flop B, causing QB to go from 0 to 1, 
and QB goes from 1 to 0. Flip-flop C is not triggered this time, so its 
outputs states remain the same. The binary count is now 110, or 
six. 

Clock Pulse #7 This pulse behaves like all of the other odd- 
numbered clock pulses, changing QA to a 1 and QA to a 0, and 
leaving flip-flops B and C unchanged. The outputs now read 111, 
or seven. _ 

Clock Pulse #8 QA changes from 1 to 0, and QA changes 
from 0 to 1, triggering flip-flop B. QB changes from 1 to 0, and QB 
changes from 0 to 1, triggering flip-flop C. QC also changes from 1 
to 0, and QC goes from 0 to 1. The binary count after the eighth 
clock pulse is 000 once more. The counter circuit is reset for an¬ 
other series of count pulses. 

This pattern will continue repeating as long as there are in¬ 
coming clock pulses and power is continuously applied to the cir¬ 
cuit. You can reset the counter forceably to 000 at any time by 
pulling the preclear inputs low via the SPDT switch. 
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Although only three stages are shown here, the same princi¬ 
ples can be expanded for four or more stages. Most practical 
counter circuits, especially for large numbers of stages, are in the 
form of a dedicated 1C, but internally they usually function in 
pretty much the same manner as discussed here. 


Tri-state logic 


Normally in digital circuits, all signals must be in one of two defi¬ 
nite states. A digital signal is either high (1) or low (0), and there 
are usually no other possibilities. Some circuits do use a special 
type of digital gate that uses tri-state logic. 

As the name suggests, the output of a tri-state gate can have 
any of three possible conditions: the usual high (1) and low (0) dig¬ 
ital states, plus a third, high-impedance (Z) state. When in the 
high-impedance state, the gate electrically looks like an electrical 
circuit. In effect, its input(s) is isolated from the circuit. It is sort of 
a switchable digital gate. Since a digital gate is a form of switching 
circuit in the first place, a tri-state gate is a “switchable switch,” 
which certainly sounds weird but can be highly useful in a num¬ 
ber of applications. 

In the high-impedance state, the tri-state gate is effectively 
removed from the circuit. As a result, it is possible to reconfigure a 
digital circuit under electrical control. Such a system obviously 
can be made very versatile. 

A tri-state gate can duplicate the function of any of the stan¬ 
dard digital gates described in the first part of this chapter, but in 
practice, most tri-state devices are buffers. A tri-state buffer is 
shown in Fig. 10-17. Notice that, in addition to the normal data 
input (which we will call “D”), there is a second input, which is 
used to control the high-impedance output state. We will call this 
control input “C.” A standard high/low digital signal on this pin 
turns the high-impedance function on and off. The truth table for 
a typical tri-state buffer looks like this: 


Output 


Inputs 

C D 
0 x 
1 0 
1 1 


z 

0 

1 


In this truth table, the Z represents the special high-imped¬ 
ance output state. The x means “don’t care.” The data input is ig¬ 
nored when the control input is low, turning on the high-imped- 
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Fig. 10-17 A tri-state buffer's 
output might be 
HIGH, LOW, or 
high-impedance 
(off). 


Control 



ance output state. When the control input is high, the device acts 
just like a regular digital buffer—the output state is that same as 
the (data) input state. 

In effect, we have a switchable digital buffer. In some sche¬ 
matic diagrams, a tri-state buffer is shown as in Fig. 10-18 to em¬ 
phasize this switchlike functioning. When the control input turns 
on the high-impedance state, the buffer electrically looks like an 
open switch. The data input is isolated from the circuit and has no 
effect (unless, of course, a parallel path before the tri-state buffer 
also routes the same data signal to some other point in the overall 
circuit). 


Fig. 10-18 A tri-state buffer 
can effectively be 
switched out of the 
circuit by the 
high-impedance 
control signal. 


Input 


Control 



Output 


It is vitally important to be aware of tri-state logic when you 
are attempting to service digital circuits. When you are expecting 
only standard high or low digital signals, a high-impedance out¬ 
put can cause major confusion. You could mistake this perfectly 
normal condition for a serious circuit defect and waste time at¬ 
tempting to “repair” it. 

Sequencing problems 

It isn’t too hard to determine what is going on throughout a static 
digital circuit with unchanging signals. You can measure each 
test point individually and determine whether or not it is at the 
correct logic level. Most real-world digital circuits aren’t quite so 
cooperative, however. There is usually some sort of sequential el¬ 
ement to the digital signals throughout the circuit. In other words, 
you don’t only need to know the logic state at each test point, you 
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also need to know exactly when the signals occurred. In many 
digital circuits, a difference of just a few milliseconds (thou¬ 
sandths of a second) or even microseconds (millionths of a second) 
can make a crucial difference. 

Most digital systems of any degree of sophistication have at 
least one clock signal to permit synchronization between the var¬ 
ious elements and subcircuits within the system. Sometimes a 
multiphase clock is used, in which case not all devices or sub¬ 
circuits occur at the same point in the cycle, but some may be de¬ 
layed or sped up a partial cycle. Some digital systems use multiple 
clocks with completely different frequencies for different pur¬ 
poses. In some cases even these disseparate clock signals must be 
synchronized with one another, while in other instances, they 
might be free-running with respect to each other. 

In addition to clock synchronization, in many digital circuits 
one event must follow another in a specific sequence. Once again, 
the timing of all the relevant signals is absolutely crucial. 

In any sequential digital circuit, measuring a single test point 
with a voltmeter or a logic probe just won’t give you adequate in¬ 
formation. Several test points must be monitored simultaneously 
to determine the timing relationships between the various sig¬ 
nals. 

A logic analyzer is designed specifically for this purpose. 
Usually 8 or 16 (or occasionally more) digital signals can be dis¬ 
played simultaneously. A multitrace oscilloscope also can be 
used for this purpose. A dual-trace oscilloscope can only simulta¬ 
neously display two signals at a time. There are sometimes ways 
to increase the number of simultaneous signal displays with some 
external added circuitry. Digital oscilloscopes often can be oper¬ 
ated in a logic analyzer mode. 

Figure 10-19 shows a typical timing graph for a digital circuit, 
detailing when each signal should occur with respect to the 
others. It is often helpful, when you are working on a digital cir¬ 
cuit, to make up your own timing chart based on your readings. 
The correct timing relationships usually will be included in the 
service data for the equipment. If not, you might have to try to fig¬ 
ure out the logical sequence of events (digital signals) to achieve 
the desired purpose of the circuit in question. 

Figure 10-20 shows a timing graph from actual readings on 
the same circuit whose nominal timing graphs was shown in Fig. 
10-19. Notice that signal C is slightly off, signal E is completely in¬ 
correct, and signal F is missing altogether. This circuit would be 
likely to give very erratic operation, if it worked at all. 
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A 




C 



D 


E 



F _ _ _ _ 

Fig. 10-19 A timing graph for a typical digital circuit. 


Noise 



Fig. 10-20 This measured timing chart indicates sequencing problems 
when compared to the correct timing chart for the circuit 
shown in Fig. 10-19. 
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Compare these test results with the schematic diagram for 
the circuit. Devices near the incorrect test points are the most 
likely suspects in troubleshooting the defect. In this example, we 
would strongly suspect the circuitry closest to test point E, but it is 
entirely possible that the small error in signal C is what is some¬ 
how throwing signal E so far off from its nominal operation. 

Noise and glitches 

Many digital circuits are quite sensitive to errors occurring from 
noise. A noise spike can make a 0 look like a 1, or vice versa, as il¬ 
lustrated in Fig. 10-21. Such noise spikes can create logic change 



C 


D 


E 



F __ 

Fig. 10-21 A noise spike might fool the digital circuit into thinking it is a 
logic signal. 
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transitions when they shouldn’t occur, causing many potential 
triggering and synchronization problems throughout the circuit. 

Sometimes just a single noise spike will somehow get into the 
circuit, causing a brief malfunction, which might merely be a mo¬ 
mentary oddity or might cause major grief—such as completely 
clearing the system’s memory. Usually no lasting damage to the 
equipment, if not to the data, will be done by such a glitch. If this 
just happens once and then the circuit goes back to behaving nor¬ 
mally and reliably, it was probably just a stray glitch. It would be 
impossible to accurately troubleshoot such a problem because 
you are of necessity working after the effect, and the noise spike 
that caused the glitch is long gone, so there is no way to measure it. 

Noise spikes like this, whether stray glitches or frequent oc¬ 
currences, most often get into the circuit through the power sup¬ 
ply. A good power line filter and/or a surge suppressor often will 
clear up noise-related problems. 

Internal circuit filtering is also helpful. Ideally, every digital 
chip in the entire circuit should have its own filter capacitor. This 
capacitor does not need a large value. Something in the 0.001 to 
0.01 range usually will be suitable. Connect this capacitor be¬ 
tween the power supply pins (V + and ground) as physically 
close to the body of the protected IC as possible. You certainly 
don’t want the lead to the filter capacitor to act as an antenna for 
noise signals through RF pick-up. If the filter capacitor is an inch 
or two away from the IC it is supposed to protect, it won’t be able 
to do its job. Physical placement of such filter capacitors is very 
crucial. 



Fig. 10-22 Desired logic signals can be partially or completely obscured by 
picked up noise. 
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Noise in signal lines is usually a result of RF pick-up in one 
form or another. This noise can cause a digital circuit to misfunc- 
tion in a number of strange ways because the logic transitions in 
the desired data is partially or completely obscured by the inad¬ 
vertently picked up noise signal(s), as illustrated in Fig. 10-22. 
Often increased shielding of the appropriate signal lines will clear 
up such problems. In some cases, physically moving the entire 
circuit might remove it from a particularly strong RF energy field 
that is inducing noise into the data lines. 
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Flowcharting and 
troubleshooting 

If you are servicing an electronic circuit with just a dozen 
components or so, you can take a brute-force approach and just 
test everything. This method would, however, be highly imprac¬ 
tical for any circuit with any degree of complexity. A television 
set, a computer, or a VCR (to suggest just a few examples) might 
contain hundreds, perhaps even thousands, of components. It 
would not be at all reasonable to attempt to test everything in 
such a device. 

If you are attempting to service a given piece of equipment, it 
must be exhibiting symptoms of some sort. That is, it is presum¬ 
ably misfunctioning in some way. The misfunction might be sim¬ 
ple (a specific indicator light isn’t going on), or it might be global 
(the entire device doesn’t work at all). Often, there are multiple 
symptoms that might or might not be related (for example, a TV 
set might have no sound and a compressed picture). Whatever the 
symptoms are, they always provide important clues for servicing 
the equipment in question. 

You, as an electronics technician, must think about the 
symptoms logically and try to imagine what could possibly be 
causing the observed symptoms. In this way you will know what 
types of tests are most likely to provide worthwhile results. Often, 
many different causes could be behind a given symptom or group 
of symptoms, so, if possible, try to list these potential causes in 
order of probability. Make the most probable tests first; you are 
less likely to waste time with fruitless tests that way. 

When there are multiple symptoms, they might be caused by 
entirely separate causes, but it is relatively unlikely for a circuit 
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to simultaneously develop two (or more) entirely unrelated de¬ 
fects. It can happen, but it is more likely that all the observed 
symptoms stem, directly or indirectly, from a single root cause. 
Use logical thinking to determine what could be causing all the 
observed symptoms and test for that first. Only if you run into a 
dead-end on the common cause should you start troubleshooting 
the observed symptoms independently. Again, this will save you 
a lot of wasted time in the long run. 

Basic flowchart 

A very useful troubleshooting technique that is often ignored is 
the flowchart, a simple block diagram graph of the equipment to 
be serviced. The functions of the various subcircuits and their in¬ 
terconnections are shown on a flowchart, helping you determine 
what subcircuit(s) is most likely to be causing the observed symp¬ 
toms. A very simple flowchart for a typical color television set is 
shown in Fig. 11-1. 



Fig. 11-1 A functional flowchart is a very useful troubleshooting tool. 
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If you are an experienced technician, you might be able to 
hold a full flowchart entirely in your head, but for most of us, ac¬ 
tually drawing out a flowchart will be helpful, especially in more 
difficult servicing jobs. There is no reason to be concerned about 
precise dimensions or perfectly straight lines. Your flowchart is 
not for publication; it is for your own convenience. If it is neat 
enough for you to read it, it’s good enough. It often helps just to see 
the circuit’s functions broken down in visual form. 

As a rule of thumb, it is a good idea to always consider the 
power supply as a possible culprit for virtually all symptoms. In¬ 
correct supply voltages or noise on the power lines can cause a lot 
of surprising results in many circuits. 

The shapes used in your flowchart don’t really matter, al¬ 
though I find it useful to use different shapes for certain common 
types of subcircuits. For example, using a circle for a signal source 
(such as an oscillator) or a triangle for an amplification stage can 
make the flowchart easier to read at a glance. 

Often, each section in the original flowchart will include 
dozens of components, and often can be broken down to multiple 
subcircuits. It usually will be helpful to break down any sus¬ 
pected section into more detailed subsections. For example, if you 
are working on a television set with problems in its sound, but the 
picture is okay, you’ll probably only want to look closer at the 
audio amplifier section. Draw a more detailed sub-flowchart for 
this section of circuitry, as illustrated in Fig. 11-2. You don’t need 
to identify the subcircuits in any flowchart section where no de¬ 
fect is suspected or likely. You don’t expect to do any testing in 
that part of the equipment’s circuitry. 



Fig. 11-2 When you've narrowed the troubleshooting down to a specific 
section, you might want to draw up a more detailed partial flow¬ 
chart. 

The next step in creating a troubleshooting flowchart is to 
identify the key components in any relevant stages, especially 
ICs, transistors, transformers, relays, etc. This technique will help 
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focus you in on which components and connections you will 
want to test and which probably aren’t worth bothering with, 
since they are unlikely to be defective, given the symptoms ob¬ 
served. For example, in a TV set with sound problems (and no 
other symptoms), there would be little point in testing the picture 
tube or the color burst oscillator. 

Write the appropriate component identification in flowchart, 
as illustrated in Fig. 11-3. It will be easiest to do so by comparing 
your flowchart with the schematic included in the servicing data. 
It is very difficult to service a complex electronic circuit without a 
schematic unless you have a great deal of experience with that 
particular type of equipment. 



Fig. 11-3 It is a good idea to write the key components for each stage into 
the appropriate spaces on the flowchart. 

You don’t have to list every single resistor or capacitor. Just 
list the key components, especially active components, and con¬ 
trols. Any passive component in the immediate vicinity of these 
key components is obviously part of the same subcircuit. You 
might occasionally test a resistor or two that isn’t really part of the 
subcircuit you thought it was, but this will be fairly rare and 
won’t waste as much time as getting overly detailed in the flow¬ 
chart. 

Notice that there is little point in worrying about the key 
components in any subcircuits you have already eliminated in 
the troubleshooting process. If you know the defect must be some¬ 
where in the audio amplifier of the TV, the video amplifier and 
the tuner are probably okay, so you don’t care about locating their 
key components. 

A little logic and a good flowchart will tell you what tests you 
should perform to track down the defect(s) causing the observed 
symptoms. 
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Servicing without a schematic 

All too often it is necessary to service a piece of electronic equip¬ 
ment for which no schematic diagram or other relevant technical 
literature is available. Clearly this problem increases in serious¬ 
ness with the complexity of the equipment in question. 

The key to solving such problems is to first mentally break up 
the circuitry into functional blocks. For moderate to complex 
equipment, it is probably a good idea to actually draw out a block 
diagram, although, for some relatively simple circuits, you might 
be able to hold the information in your head. Of course, skill in 
this type of task can come only with experience. While it will get 
easier as you gain practical servicing experience and theoretical 
knowledge, it will never be truly easy. As a result, you should first 
make every attempt to find a schematic or other service literature 
if at all possible. 

In many cases, there will be some things you simply will not 
be able to figure out on your own, so if you don’t have a schematic, 
you might be out of luck on some special features and calibration 
procedures, and the like. Still, there is much you can do with most 
electronic equipment without a schematic. Just remember, this 
approach is one of last resort. A schematic will make your job 
100 percent simpler. 

It is difficult to look at a section of circuitry and determine 
what it is supposed to do, particularly when one or more exotic, 
unfamiliar, or unmarked ICs are used. An amplifier IC looks just 
like a timer IC, which looks just like a digital flip-flop IC. Ob¬ 
viously, you won’t get very far with your block diagram from just 
staring at the circuit board. You have to use some logic. 

Do not start from the circuit itself, but from the equipment’s 
intended function. What circuit stages would be required to do 
the job? In other words, you have to think like a circuit designer 
does. Make a note of all controls on the equipment. The controls 
will provide valuable clues to circuitry functions. Also, com¬ 
ponents near the control are presumably part of the same 
subcircuit. 

Don’t forget “obvious” stages. Almost any piece of electronic 
equipment will have a power-supply subcircuit of some sort. For 
some portable equipment, this circuit will be nothing more than 
some batteries and perhaps a diode or two to protect against possi¬ 
ble incorrect installation of the batteries. All you really have to 
check is the battery voltage and the condition of the diodes, 
mainly to ensure that they are not shorted out. 
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Ac-powered equipment generally will have a more complex 
power-supply stage. First check for blown fuses or circuit 
breakers. (Of course, you should make sure the equipment is 
plugged in.) 

Most ac power supplies have a power transformer of some 
sort. The secondary winding (or windings) of this transformer will 
be connected to either one or more rectifier diodes or a voltage re¬ 
gulator IC. (In some circuits both might be encountered). In either 
case, there probably will be some filter capacitors, too. Usually at 
least some of these filter capacitors will be fairly large electro- 
lytics, which not only have large capacitance values, but also are 
physically large. The transformer and the large filter capacitors 
usually make it relatively easy to identify and isolate the power- 
supply circuitry. 

A voltage-regulator IC usually resembles a slightly oversized 
power transistor with three leads (in, out, and common). Some¬ 
times a bridge rectifier is used instead of four separate rectifier 
diodes. This component will look like a square block of plastic 
with four leads. Internally, it is simply four matched rectifier 
diodes encapsulated in a single convenient housing. 

Locating the power supply also will provide you with valu¬ 
able clues in tracing the remainder of the circuitry. Find the 
ground or common connections. Identifying the supply voltage 
and common connections to any ICs will help cut down the possi¬ 
bilities for identifying the inputs and outputs. 

In most electronic equipment, some sort of signal probably 
will pass through the system. Attempt to locate the point of origin 
for the main signal. If the equipment uses some sort of external 
signal source, this should be a relatively easy task. Just find the 
input jacks or other connectors. For example, an amplifier in a 
stereo system might take its input signal from a tape deck or a CD 
player. In a TV or a radio, the main signal originates at the antenna 
terminals. In other equipment, the main signal might be gener¬ 
ated internally, more often than not, the work of an oscillator 
stage of some sort. An oscilloscope would be a big help in locating 
a signal’s point of origin and tracing its passage through the cir¬ 
cuitry. 

If the equipment you are working on uses signals in the audi¬ 
ble range, you might be able to use a signal tracer probe, which 
can be a simple audio amplifier and speaker with a suitable probe 
at its input. Refer to chapter 9 for more information on signal trac¬ 
ing. 
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Pay close attention to any controls, since they will give you 
clues as to the function of that section of the circuitry. For exam¬ 
ple, a volume control or gain control is almost certainly part of an 
amplifier stage of some sort. (Always remember, that stage might 
perform additional functions in addition to simple amplification.) 

Servicing electronic equipment without a schematic is not 
easy and should be avoided if at all possible. Sometimes, however, 
it is necessary. Just remember, the task is not truly impossible. 
Work as slowly and logically as possible. Take as many measure¬ 
ments as you can. It is hard to tell if any single measurement is 
correct or not when you look at it by itself. If, however, you take 
many measurements throughout a circuit, one or two might stick 
out like a proverbial sore thumb. 

Try to relate the odd-seeming measurement(s) with the 
symptoms exhibited by the malfunctioning equipment. If, for ex¬ 
ample, the problem is excessive distortion—if one stage of the 
circuit suddenly shows a lot of mysterious and seemingly unnec¬ 
essary signals that might possibly be the source of the distortion. 
Try to think if there could be any possible reason for the “odd” 
signals to be part of the intended design of the circuit. If not, what 
would have to be done to eliminate them? Does that clear up the 
misfunction, or does it create new problems? 

For obvious reasons, servicing without a schematic or other 
relevant technical literature or data is not at all recommended for 
inexperienced electronics technicians. To get some experience, 
try your hands on some non-crucial equipment, especially equip¬ 
ment someone else has thrown out because of some defect. 

Another way to learn to do such “data-blind” servicing 
would be to first attempt diagnosis on a piece of equipment before 
you look at the schematic and other troubleshooting data. Don’t 
actually do anything to the circuitry at this point—j ust attempt to 
figure out how it is supposed to work. Then refer to the available 
servicing data and see how close you came. The first few times 
you try this method, you almost certainly will be way off more 
often than not, but you will become more skilled with time. 

Remember, servicing electronic equipment without a sche¬ 
matic or other appropriate servicing data is always a course of last 
resort. Only a very foolish technician would ever consider at¬ 
tempting a repair without consulting any and all schematics or 
troubleshooting materials. The only possible exception would be 
if you have worked on one particular model of equipment so often 
that you have the relevant servicing data memorized. Even then, 
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it is probably unnecessarily risky to rely too heavily on human 
memory. Keep the schematic and other materials handy so you 
glance at them occasionally, just to be sure. 

Systems comprised of multiple 
pieces of interconnected equipment 

In large electronics systems, multiple pieces of equipment are in¬ 
terconnected and functionally interact. One obvious example is a 
computer system, which might include the computer itself, a disc 
drive, a monitor, a printer, a mouse, and perhaps a few other pe¬ 
ripherals. Another example is a stereo system made up of an am¬ 
plifier, an FM tuner, a tape deck, an equalizer, and a CD player. 

When a malfunction shows up in such a system, you ob¬ 
viously need to track down the fault to the appropriate device so it 
can be serviced. It would be a waste of time to attempt to service 
the stereo amplifier when the problem is in the equalizer. 

The flowchart method described earlier in this chapter is 
idea for troubleshooting such systems. Each device in the system 
is given its own functional block in the system flowchart. Figure 
11-4 shows a flowchart for the computer system. Our typical 
stereo system is flowcharted in Fig. 11-5. 



Fig. 11-4 A flowchart also can be used for multiple devices connected into 
an interactive system, such as a computer system. 
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Speakers 


Computers 

The field of electronics is constantly expanding and growing, and 
new types of devices keep turning up. Sooner or later almost any 
technician will have to service some sort of unfamiliar type of 
electronic equipment. This can seem to be a very intimidating 
task. Remember that the basic principles of electronics do not 
change; they are simply put together in new ways. 

Once again, we strongly recommend flowcharting the unfa¬ 
miliar equipment you are attempting to service. What functional 
stages must it have to do its job? 

Personal computers seem to be everywhere these days. Al¬ 
though their prices have come down incredibly in the last decade, 
a defective computer is still usually too expensive to be consid¬ 
ered disposable. Since few people are willing to junk and replace 
an old computer when it starts misfunctioning, someone will 
have to service these devices. 

First off, remember that a computer is a digital device, and 
except for the power supply and portions of the monitor, it proba- 
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bly uses digital circuitry exclusively. Refer to chapter 10 for an 
introduction to digital servicing. 

A computer typically consists of five major sections: power 
supply, clock, CPU, memory, and I/O port. A block diagram of 
this basic computer is shown in Fig. 11-6. 



Fig. 11-6 A simple 

flowchart for a 
typical personal 
computer. 


The power supply, of course, simply provides the necessary 
voltages to operate the rest of the computer’s circuits. It is essen¬ 
tially the same as any other power supply, except that particu¬ 
larly tight filtering is usually required. Any glitches, ripple, or 
noise in the supply voltages can confuse the data and produce in¬ 
correct results. In some cases, portions of the computer might 
flatly refuse to operate at all. The computer will “lock up.” 

The clock is the source of the master synchronization control 
signal, used to keep all the various subcircuits in the computer 
operating together with the proper timing. Each signal must be 
transmitted and received at precisely the correct instant or noth¬ 
ing will function properly. The clock is basically just a very pre¬ 
cise oscillator circuit, typically operating at a frequency of at least 
several megahertz (1 megahertz = 1,000,000 Hertz). 

For maximum frequency precision, the clock in a computer 
is almost always crystal-controlled. If the clock is defective, var¬ 
ious signals in the computer will be mistimed, resulting either in 
total garbage at the output or locking up of the system altogether. 

The CPU is the central processing unit—the “brain” of the 
computer. This circuitry performs all the various mathematical 
and logical operations on the data. It routes data to and from the 
memory and/or the I/O port. In a practical personal computer, 
the CPU is virtually always in the form of a large IC, usually with 
about 40 pins. The CPU chip is usually fairly easy to locate on the 
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computer’s printed circuit board—it will almost always be the 
physically largest IC in the circuit. 

If the CPU goes bad, all sorts of strange things can happen. 
The output data will be more or less random garbage, the com¬ 
puter might lock up, or the entire system might simply shut itself 
down. This last could look like a power-supply problem. 

The memory section of a computer is used to store data and 
program instructions. There are two basic types of memory: ROM 
and RAM. ROM stands for read-only memory. The digital data 
stored in ROM is permanent and cannot be changed. The com¬ 
puter’s operating system, for example, is stored in ROM. The data 
stored in ROM is not lost or otherwise affected when power to the 
computer is interrupted. 

RAM is short for random access memory, meaning any piece 
of data can be independently accessed, without sequentially 
stepping through all the preceding or proceeding memory loca¬ 
tions. Actually, this is not a very appropriate name since ROM is 
also randomly accessable. Some technicians prefer to call RAM 
RWM, for Read-Write Memory. This is a much more descriptive 
name. The CPU can read data from or write data to RAM. 

This type of memory is used for temporary storage, such as 
the instructions for a particular program and the appropriate data. 
For example, we are writing this book on our computer. The word 
processing program and the text we have written is stored in 
RAM. The data in RAM is erasable. For most types of RAM, an in¬ 
terruption in the computer’s power source will clear out all stored 
data. Some newer-technology RAM devices are more or less non¬ 
volatile and can store data even if the system’s power is inter¬ 
rupted. 

Defects in memory are usually localized. Only some of the 
data will be disrupted. For example, a program might work just 
fine until it reaches the instructions stored in the defective sec¬ 
tion of memory. In other cases, just a certain section of stored data 
might be affected. 

Data is carried between the CPU and the memory on buses. A 
bus in this case is a multiline path for digital data. CPUs and mem¬ 
ories are designed to group digital bits into words. Some early 
computers used four-bit words called nybbles, but the eight-bit 
byte is the nominal standard for personal computers. Today 16- 
and 32-bit computers are becoming more common. In some cases, 
an increased word size will result in faster operation of the com¬ 
puter. 
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The bus consists of one signal line per bit in the standard digi¬ 
tal word used by that particular computer. Some buses are one 
way, such as the bus from ROM to the CPU. Other buses can 
transfer data signals in either direction, such as the bus between 
the CPU and RAM. A defect in a bus will affect all data passing 
through it. Usually, only one bit will be affected, distorting the 
data in a fairly predictable way. For example, bit 3 might always 
be low or it might always be high. 

The I/O (input/output) port permits the CPU to communi¬ 
cate with the outside world. Unless you can get data into and out 
of the computer, it isn’t going to do anyone any good at all. Typical 
computer input devices include the keyboard, a mouse, a joy¬ 
stick, or a sensor of some sort. Standard computer output devices 
include the monitor (a TV-like display screen) and a printer. 
Some I/O devices work both ways, providing input to the com¬ 
puter and accepting output from the computer. A typical example 
is the modem, which permits the computer to communicate with 
a second computer over telephone lines. Another example is a 
MIDI (Musical Instrument Digital Interface), used with music syn¬ 
thesizers. External memory devices such as floppy disc drives are 
also full input/output devices. The data stored on the disc is fed 
into the computer and stored in RAM, then the output data is fed 
out to the disc drive and recorded onto the disc. 

Note that some of these “external” I/O devices might actu¬ 
ally be built into the same case as the computer itself. For exam¬ 
ple, the keyboard is almost always built in, and some computers 
have a built-in floppy disc drive. However, even these built-in pe¬ 
ripherals are still considered “external” to the main computer 
circuitry itself. 

A more detailed flowchart for a typical computer system is 
shown in Fig. 11-7. Notice that more specific devices are in¬ 
cluded. They are still part of the original groupings. We are just 
showing the subsections in addition to the main sections of the 
system. 

VCRs 

The video cassette recorder (VCR) has been one of the most re¬ 
markable successes in electronics marketing in the last few dec¬ 
ades. The ability to record and play back TV shows and feature 
films is obviously appealling to vast numbers of consumers. Mil¬ 
lions of VCRs are now in use, which means that there is a strong 
need for VCR service personnel. 
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Fig. 11-7 A more detailed flowchart for a typical personal computer. 

It would take an entire book to even begin to adequately dis¬ 
cuss servicing and repairing VCRs. In this chapter, we can just 
take a very brief glance at a few of the basics involved. 

Except for playback-only machines and camcorders (a VCR 
built into a video camera), VCRs include a complete television 
tuner. This circuitry is essentially the same as the tuner stages in 
an ordinary television receiver and is serviced in the same way. 

Today, virtually all home VCRs are of the VHS type, although 
some Beta VCRs are still in use. The differences between these 
two systems are relatively minor when it comes to servicing the 
equipment. 

Figure 11-8 shows a simplified block diagram for a typical 
VCR. There might be slight variations in some models. Some de¬ 
luxe VCRs might have a few additional stages. As a general rule of 
thumb, however, this block diagram is a good starting point when 
you are troubleshooting almost any VCR. 

Head-switching frequency The main synchronization sig¬ 
nal in a VCR is usually the head-switching frequency. Multiple 
record/playback heads are mounted on a rotating drum. These 
heads are electrically switched in and out of the circuit at appro¬ 
priate times so the head currently in contact with the tape is acti¬ 
vated. The standard for VCR head-switching frequency is 30 Hz. 
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Fig. 11-8 A simplified flowchart for a typical VCR. 


The clock signal is in the form of a pulse, which can be used in ei¬ 
ther analog or digital circuitry. In most VCRs, analog circuitry is 
used for the actual tuner and record/playback electronics, while 
digital circuitry is commonly (though not invariably) employed 
for switching, control, and display functions. 

The 30 Hz head switching pulse signal is used as a master 
synchronization signal for many of the circuit stages throughout 
the VCR. Obviously, this frequency must be correct and clean. 
You can use an oscilloscope to check this signal. Especially watch 
out for distortion of the waveform. You should get a clean, sharp 
pulse. Sloped sides (slew) or ringing (nonflat tops and bottoms) can 
cause many stages of a VCR to malfunction. 

Mechanical problems Unlike a television set, a VCR has 
many mechanical, moving parts, in addition to the actual elec¬ 
tronic circuitry. Many VCR problems are mechanical, rather than 
electronic. If the tape cassette will not load or eject, or if the tape 
will not run, there might be a problem in the electronic control 
circuitry, or it might be a mechanical problem. Unless the tape is 
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jammed in the machine, always first try a different tape before 
drawing any conclusion or attempting any repairs. Often, the 
problem is in the cassette itself. Discard the bad tape before it can 
cause more trouble. 

Another common problem is a defective load belt. This belt 
may be just dirty, it might be worn slick (causing it to slip), or it 
might be dried out and cracked. Of course, the VCR will not func¬ 
tion if the load belt is actually broken. This situation is usually 
very easy to see once you have removed the unit from its case. 

When checking out and servicing mechanical parts in a VCR, 
be very careful and gentle. Never force anything. If a given part 
exhibits any resistance to moving in a certain way, it either isn’t 
supposed to move that way (at least under the current control 
conditions), or something is preventing its movement. Attempt¬ 
ing to force it will only cause something to bend or break, re¬ 
sulting in a bigger and more expensive repair job. Many of the 
mechanical parts are extremely small and very difficult to put 
back into place if you accidentally knock them out of position. In 
some cases, you won’t be able to put some parts back into place 
without a specialized tool. 

The delicate mechanical parts in a VCR must be kept scrupu¬ 
lously clean. A little dirt or other contamination in the wrong 
place can jam up the works. In some cases, it can lead to perma¬ 
nent damage as the machinery attempts to move against an ob¬ 
struction and one or more parts get bent. 

Regular use of a head-cleaning cassette is vital for any VCR. 
Regular maintenance internal cleaning is also advisable. Cer¬ 
tainly, any time you service a VCR, you should take time to clean 
it, even if that is not part of the current problem. It will help pre¬ 
vent unnecessary problems in the future. 

Use cleaning sticks to reach into all the little nooks and cran¬ 
nies. Cotton-tip cleaning sticks are like extra long Q-tips, and are 
good for general use. Do not overuse a cotton cleaning stick. Once 
it gets dirty, it will just smear the dirt around, doing more harm 
than good. Discard such sticks frequently and use a new one. Cer¬ 
tainly, if you see visible dirt on the cotton swab, you should dis¬ 
card it and continue working with a new stick. Even if you don’t 
see any dirt, discard the cotton cleaning stick after cleaning two or 
three mechanical parts. Some dirt might not be visible but can 
still be potentially damaging if spread around. On an average, you 
probably should go through a couple dozen cotton cleaning sticks 
each time you clean a VCR. 
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Cotton cleaning sticks can be used either dry or with a clean¬ 
ing fluid, designed for the purpose. Any impurities in the cleaning 
fluid can cause damage, so use only a cleaning fluid recom¬ 
mended for use in VCRs. Be careful not to get head-cleaning fluid 
or any alcohol-based fluid on any rubber parts, as it could cause 
corrosion. Certain types of plastic also might react negatively to 
alcohol. When in doubt, use head-cleaning fluid only metallic 
parts and surfaces. 

Some special (and more expensive) cleaning sticks are also 
available and are good for special purposes. For example, foam- 
tipped cleaning sticks are very good for cleaning the tape path, in¬ 
cluding pinch rollers, idlers, and rubber belts. Use foam-tipped 
cleaning sticks with an appropriate cleaning fluid. Discard them 
once they get dirty and use a clean one. A foam-tipped cleaning 
stick will generally stay clean a little longer than a cotton cleaning 
stick. 

Some cleaning sticks have chamois heads. Chamois is a very 
soft, lint-free cloth. It is very good for cleaning dirty video heads 
without risking scratches. Chamois cleaning sticks can be used 
dry or, more commonly, with head-cleaning fluid. They usually 
can be reused several times before replacement is necessary. 

How video tape is recorded Video tape is not recorded like 
ordinary audio tape. On a standard audio tape, the signal is re¬ 
corded continuously and linearly, as illustrated in Fig. 11-9A. Fig¬ 
ure 11-9B shows how signals are recorded on a video tape. One 
head records one field as a slanted bar, then the next field is re¬ 
corded by a different head. Low-cost VCRs have two heads. De¬ 
luxe models usually have four heads. 

This odd-looking method is used to conserve tape. Video data 
is much more complex than an audio signal, so it takes up more 
space on the tape. If straight linear recording (like an audio re¬ 
cording) was used in a VCR, the tape would have to move at an in¬ 
credibly high speed, and even a very long tape would only record 
a program of just a few minutes. Such a system would not be eco¬ 
nomical or practical. 

In a VCR, the tape itself moves at a fairly slow speed, but the 
heads are mounted in a drum, which spins very rapidly. This 
method allows the machine to cram more recorded signal into 
considerably less physical space. 

Because of the way the video signal is recorded and the deli¬ 
cate precision of the tape path in the VCR, a video tape must never 
be spliced. Discard a broken or damaged tape. Another reason a 
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Guard Control/sync 

band track 

Fig. 11-9 Video data is recorded as angled bars instead of a straight line to 
conserve tape. 


spliced videotape won’t work is the control track recorded along 
the bottom of the tape. This recorded signal is vitally important 
for correct synchronization of the video signal when it is played 
back. The television set will not be able to reconstruct the re¬ 
corded picture without the continuous signal on the control 
track. 

The audio track along the top records the sound portion of the 
program. It is pretty much similar to an ordinary audio tape re¬ 
corder. In stereo VCRs, the audio and control tracks are arranged 
a little differently, but the basic principle is the same. 

Video tapes are recorded along the entire width of the tape, so 
the cassette cannot be turned over to record on the “other side” 
like an ordinary audio cassette tape. There is no other side to a 
video cassette. 
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A 

ac signals (see also voltage 
measurement, ac circuits) 
aliasing, 20 
average voltages, 12 
frequency components, 23, 
24 

fundamental frequency, 23, 
24 

harmonics, 23, 24 
Nyquist’s theorem, 20 
oscilloscope testing, 10-21 
overtones, 23, 24 
peak to peak voltage, 11 
peak voltage, 11 
positive and negative peak 
voltages, 12 
rms voltages, 12-13 
sampling rates, 20 
adapters for multimeters, 9 
AF signal generators (see 
signal generators) 
aliasing, oscilloscopes, 20 
alignment testing, 263-274 
ammeters, 79-80 
amplifiers 

frequency response testing, 
233-237 

output power, multimeter 
measurement, 230-233 
stereo systems, power out¬ 
put tests, 272-274 
analyzers, logic analyzers, 
283 

AND gate, 277 
audio oscillators, 22 
audio power output measure¬ 
ment, 229-230 
audio signal generators (see 
signal generators) 
avalanche, controlled ava¬ 
lanche, 62 

average voltage, oscilloscopes 
measurement, 124 


B 

base bias voltage, high-value 
resistors, 238-239 
batteries 

voltage drop in long battery 
wires, 88-90 
voltage readings, 70-72 
block diagrams and flow¬ 
charts, 302 

branching power supplies, 47- 
48 

bridge rectifiers, full-wave, 
53-54 

buffers, 276 

buses, computers, 311-312 

c 

cables 

break detection in multi- 
conductor cable, 239-240 
capacitance testing, 27, 
240-241 

coax, break detection using 
capacitance tester, 240-241 
identifying uncoded wires 
with VOM, 90-91 
testing, capacitance meters, 
27 

capacitance measurement 
cables, 27, 240-241 
capacitors, 164-168 
DMM multimeters, 8 
stray capacitance, 26 
capacitance meters, 3, 25-27 
capacitance multipliers 
checking, 60-61 
transistorized circuits, 58- 
60 

capacitors, 164-168 
capacitance testing, 164-168 
electrolytic capacitors, 

165 

oscilloscope test, 167 
value of unknown capaci¬ 


tor, 165-166 

variable capacitors, 167- 
168 

electrolytic, capacitance 
testing, 165 

leakage test using VTVM, 
91-93 

ohmmeter testing, 8 
series configuration, high 
working voltage power 
supply, 55, 56 
stray capacitance, 26 
testing, capacitance meters, 
25-27 

variable capacitors, capaci¬ 
tance testing, 167-168 
cathode ray tube (CRT), 14 
digital oscilloscopes (LED 
displays), 19 
dual-trace oscilloscopes, 
14-15 

electron guns, 17-18 
flooding gun, 17-18 
main gun, 17-18 
persistence of images, stor¬ 
age oscilloscope, 17 
storage oscilloscope, 17 
CB transmitter, modulation 
check with oscilloscopes, 
157-158 

central processing unit (CPU), 
310-311 

choke input, filter circuit, 55 
chopped mode, oscilloscopes, 
16 

circuit breakers, 32-33 
clipping, 131 
oscilloscope tests, 111-112 
TV sync clipping test on 
oscilloscope, 209-211 
clock circuit, sequential cir¬ 
cuits, 288 
computers, 310 
coils (see inductors) 
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component testing, 159-192 
capacitors, 164-168 
derating components, 191- 
192 

diodes, 189-190 
inductors, 168-174 
integrated circuits, 183-184 
microphones, 184-185 
modules, 183-184 
PC units, 183-184 
phono cartridges, 185-186 
potentiometers, 160-164 
power ratings, derating 
components, 191-192 
resistors, thermal drift, 159- 
160 

speakers, 186-189 
transformers, 174-183 
transistors, 191 
computers, 309-312 
buses, 311-312 
central processing unit 
(CPU), 310-311 
clock circuits, 310 
memory, 311 
ports, 312 
power supply, 310 
RAM, 311 
ROM, 311 

unit testing, 183-184 
conductivity measurement 
DMM multimeters, 7-8 
mho units, 7 
Siemens units, 8 
converters 

dc-to-ac (inverters), 66 
dc-to-dc, testing, 67-68 
dc-to-dc, transistorized, 65- 
67 

counters, digital, D type flip- 
flops, 291-294 
CRT (see cathode ray tube) 
current measurement, 73-86 
adapters and substitute 
power testers, 79-81 
ammeter to test current, 79- 
80 

dc drain, auto radio, 75 
DMM multimeters, 7 
input current testing, 73-74 
large-current measurement, 
83-86 


pilot lamp for blown fuses, 
227 

power measurements, watt¬ 
meters, 74-75 
power supplies, overloads, 
81-82 

radio, current use in porta¬ 
ble transistor radio, 76-78 
radio, dc drain in auto 
radio, 75 

transformers, internal-short 
testing, 78-79 

transistors, bias setting with 
current meter, 82-83 
VOM multimeters, 4-6 

D 

d’Arsonval movements, volt¬ 
meters, 31 

dc-to-ac converters (inverters), 
66 

testing, 67-68 
transistorized, 65-67 
derating components, 191-192 
differentiation, 134 
digital circuits, 275-300 
AND gate, 277 
buffers, 276 
flip-flops, 284-294 
gates, 276 
glitches, 298-300 
HIGH vs. LOW signals/ 
states, 275-276 
inverters, 276 
logic analyzers, 283 
logic probes, 280 
monitoring brief digital 
signals, 281 
NAND gate, 277, 278 
noise, 298-300 
NOR gate, 277, 279 
OR gate, 277, 278 
power supply problems, 
282-283 

power supply requisites, 

279 

pulse generators, 283-284 
semiconductors, 276 
sequencing problems, 295- 
298 

shape of digital signal, 282 


signal tracing, 282 
synchronization of clock 
circuits, 296 
timing graphs, 296-297 
tri-state logic, 294-295 
truth tables, 276 
X-OR gate, 278-279 
diodes (see also integrated 
circuits) 

balance method of check¬ 
ing, 94-95 

DMM multimeter testing, 8 
front to back (FBR) ratio, 
190 

resistance measurements, 
189 

testing procedures, 189-190 
video-detector diodes, 
checking, 95-98 
zener diodes (see zener 
diodes) 

distortion (see also frequency 
components) 
clipping, 131 
enharmonics, 128 
frequency response prob¬ 
lems, 135-136 
fundamental frequency, 128 
harmonics, oscilloscopes, 
128 

isolating signal distortion, 
132-133 

oscilloscopes testing, 111, 
127-133 

overshoot, 131-132 
overtones, 128 
sawtooth waves, 129 
square waves, 129-130 
triangle waves, 130 
types of distortion, 130-132 
DMM (see multimeters, 

DMM) 

drain, dc drain in auto radio, 
75 

drift, thermal, in resistors, 
159-160 

E 

effective voltage (see rms 
voltage) 

electrical outlets, workspace 
requirements, 1-2 
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electron guns, CRTs, 17-18 
enharmonics, 128 
equipment (see test equip¬ 
ment) 

F 

field-effect transistors (FET), 

253- 256 

gain checking, 255 
gate, drain, source, 254 
impedance measurement, 

254- 255 

n- vs. p-channel, 255 
schematic, 253-254 
test circuit construction, 

255- 256 
filter circuits 

choke input, 55 
ripple testing with oscillo¬ 
scopes, 155-156 
flip-flops, 284-294 
clock pulses, digital 
counter, 292-293 
clocked inputs, 288 
counters, D type flip-flops, 
291-294 

D type flip-flop, 289-294 
D type flip-flops, counters, 
291-294 

JK type flip-flop, 287-289 
RS type flip-flop, 285-287 
sequential circuits, 288 
truth tables, 286-287, 288- 
289 

flowcharting, 301-317 
block diagrams, 302 
multi-component intercon¬ 
nected equipment systems, 
308-317 

symbols and identification 
of components, 303-304 
frequency (see also distortion; 
oscilloscopes), 23, 24 
beat frequency, zero-beat 
point, 266-267, 266 
distortion analysis, oscillo¬ 
scopes, 127-133, 127 
DMM multimeters to mea¬ 
sure, 8 

enharmonics, 128 
fundamental frequency, 23, 
24, 128 


harmonics, 23, 24, 128 
oscilloscopes measure¬ 
ments, 125-127 
overtones, 23, 24, 128 
zero-beat point location, 
266-267, 266 

frequency counters, 3, 27-28 
servicing and troubleshoot¬ 
ing, 30 

frequency response 
audio amplifier test, 233- 
237 

distortion, 135-136 
sweep-frequency signal 
generators, 139-140 
front to back (FBR) ratio, 
diodes, 190 

full-wave power supplies, 39- 
40 

function generators, 25 
fundamental frequency, 23, 

24, 128 
fuses, 32-33 

current testing using pilot 
lamp, 227 

G 

gain 

ac voltmeter as signal tracer, 
271-272 

field-effect transistors 
(FET), 255 

oscilloscope to test, 109, 
110-111 

glitches in digital circuits, 
298-300 

grounding, hot chassis test, 
33-34 

H 

harmonics, 23, 24 
oscilloscopes analysis, 128 
horizontal sync, oscillo¬ 
scopes, 112-113 
hot chassis, 33-34 
hum, 109 

I 

IC (see integrated circuits) 
impedance measurement 
DMM multimeters, 7 
field-effect transistors 


(FET), 254-255 
oscilloscopes, 151-155 
speakers, 186-189 
VOM multimeters, 4-6 
inductors (see also transform¬ 
ers), 168-174 

henry or millihenry units, 
168 

inductance measurement, 
173-174 

open-coil testing, 169 
shorted turns testing, 169- 
170 

shorts in inductor coils, 
171-172 

testing procedures, 168-172 
integrated circuits (ICs), 183- 
184, 260-262 
input tests, 260-261 
orientation of IC, 262 
schematics, data sheets, 261 
sockets and soldering, 261- 
262 

soldering tips, 262 
supply voltage test, 260 
test circuit construction, 

261 

inverters, 66, 276 

L 

LCD displays, digital oscillo¬ 
scopes, 19 

LED displays, digital oscillo¬ 
scopes, 19 

lighting and lamps, 1 
Lissajous figure analysis on 
oscilloscopes, 140-150 
logic analyzers, 283 
logic probes, 280 
logic, tri-state, digital circuits, 
294-295 

M 

memory, computers, 311 
mho units, conductivity, 7 
microphone testing, 184-185 
modular circuit testing, 183- 
184 

modulation 

CB transmitter modulation 
check with oscilloscopes, 
157-158 
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multimeters (see also multi¬ 
meters, DMM; multimeters, 
VOM; multimeters, VTVM) 
amplifier output power 
measurement, 230-233 
noise pick-up problems, 
107-108 

stacked-stage testing, 104- 
105 

transistors, bad base bias 
test, 106-107 

multimeters, DMM (see also 
multimeters; multimeters, 
VOM; multimeters, 

VTVM), 4, 8-9 
adapters for special testing, 
9-10 

capacitance measurement, 8 
conductivity measurement, 
7-8 

current measurement, 7 
diode testing, 8 
frequency measurement, 8 
impedance measurement, 7 
polarity, 34-36 
resistance measurement, 7 
transistor testing, 8 
voltage drop measurement, 7 
voltage measurement, 40-41 
multimeters, VOM (see also 
multimeters; multimeters, 
DMM; multimeters, 

VTVM), 2, 3-4, 8-9, 87-91 
adapters for special testing, 
9-10 

current measurement, 4-6 
high-voltage measurements, 
196-197 

identifying uncoded wires 
in multiconductor cable, 
90-91 

impedance measurement, 4- 
6 

picture tubes, color TVs, 
199-201 
polarity, 34-36 
resistance measurement, 4- 
6, 87-88, 99-104 
resistance, contact resis¬ 
tance measurement, 87-88 
servicing and troubleshoot¬ 
ing, 28-29 


transistor checking, 98-99, 
102-104 

transistor testing, voltage 
and resistance, 102-104 
voltage drop measurement, 
4-6 

voltage drop, long battery 
wires, 88-90 
voltage testing, 99-104 
multimeters, VTVM (see also 
multimeters; multimeters, 
DMM;multimeters, VOM), 
2, 4, 91-95 

capacitor leakage test, 91-93 
diode checking, balance 
method, 94-95 
diode checking, video¬ 
detector diodes, 95-98 
high-voltage measurements, 
196-197 
polarity, 34-36 
resistance measurement, 
very high resistance, 93-94 
resistance testing, 99-104 
servicing and troubleshoot¬ 
ing, 29-30 

transistor testing, voltage 
and resistance, 102-104 
voltage testing, 99-104 
multivibrators (see also flip- 
flops), 284-285 
astable, 285 

bistable (see also flip-flop), 
285 

monostable, 284 

N 

NAND gate, 277, 278 
noise 

digital circuits, 298-300 
pick-up problems, multi¬ 
meter use, 107-108 
NOR gate, 277, 279 
Nyquist’s theorem, 20 

o 

Ohm’s law, 5 
ohmmeters 
capacitor testing, 8 
diodes, video-detector, 
checking, 95-98 


transistors, bipolar, testing, 
246-247 

OR gate, 277, 278 
oscillators, audio oscillators 
(AF signal generators), 22 
oscilloscopes, 3, 10-21, 109- 
158 

ac voltage measurement, 
121-125 
aliasing, 20 
amplitude checks, 109 
average voltages, 12, 124 
calibration for direct mea¬ 
surements, 113-114 
capacitor capacitance test¬ 
ing, 167 

CB transmitter modulation 
check, 157-158 
chopped mode, 16 
clipping, 111-112, 131 
clipping, TV sync clipping 
test, 209-211 
CRTs, 14-15 

dc voltage measurement, 
119-121 

differentiation, 134 
digital circuits, shape of 
waveforms, 282 
digital oscilloscopes, 18-21 
digital-storage oscilloscopes 
(DSO), 19-21 
distortion analysis, 111, 
127-133 

distortion analysis, types of 
distortion, 130-132 
frequency response prob¬ 
lems, 135-136 
isolating signal distor¬ 
tion, 132-133 
dual-trace oscilloscopes, 
14-16 

duty-cycle setting, TV hori¬ 
zontal output transistors, 
221 

electron guns, CRT, 17-18 
enharmonics, 128 
frequency measurement, 
125-127 

fundamental frequency, 128 
gain checks, 109, 110-111 
gated sweep, 117-119 
harmonic analysis, 128 
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horizontal sync, 112-113 
hum diagnosis, 109 
impedance measurements, 
151-155 

LCD displays, digital oscil¬ 
loscopes, 19 

LED displays, digital oscil¬ 
loscopes, 19 

line-sync triggering, 118- 
119 

Lissajous figure analysis, 
140-150 

Nyquist’s theorem, 20 
overshoot, 131-132 
overtones, 128 
peak to peak voltage mea¬ 
surement, 11, 123 
peak voltage measurement, 
11, 122-123 

positive and negative, 12 
phono cartridge testing, 
185-186 

probes, 114-117 
detector, 115-116 
direct, 116-117 
low-capacitance, 114-115 
resistive-isolation, 116 
reactance measurements, 
151-155 

reading scope patterns, 110- 
113 

recurrent sweep, 117-119 
ripple, filter ripple testing, 
155-156 

rms voltage measurement, 
12-13, 124-125 
sampling rates, 20 
servicing and troubleshoot¬ 
ing, 30 

signal generator, sweep- 
frequency, 139-140 
square-wave testing, 133- 
136 

storage-type, 16-18 
sweep oscillator, 140 
sync, TV sync troubleshoot¬ 
ing, 211-215 

synchronization, 117-119 
automatic vs. normal, 118 
time and phase measure¬ 
ments, 136-139 
triggered sweep, 117-119 


triggering, 117-119 
line-sync, 118-119 
TV circuits, afc checking, 
214-215 

TV circuits, horizontal 
output transistor duty- 
cycle setting, 221 
TV circuits, signal tracing, 
with color-bar patterns, 
219-220 

TV circuits, sync trouble¬ 
shooting, 211-215 
vertical sync diagnosis, 109 
waveform analysis, 109 
overloads, power supplies, 81- 
82 

overshoot, 131-132 
overtones, 23, 24, 128 

P 

PA systems 

amplifiers, power output 
tests, 272-274 
radio signals to test PA 
systems, 268-269 
peak to peak voltage, 11, 123 
peak voltage, 11 
measuring without volt¬ 
meter, 226-227 
oscilloscopes measurement, 
122-123 

positive and negative volt¬ 
ages, 12 

phase measurements, sine 
waves, oscilloscopes, 136- 
139 

phono cartridges, oscillo¬ 
scope testing, 185-186 
polarity 

hot chassis test, 33-34 
indicators, polarity- 
indicator circuits, 36-39 
multimeters, 34-36 
voltmeters, all-polarity 
types, 34-36 
ports, computer, 312 
potentiometers, 160-164 
cleaning, 162-164 
testing procedures, 161-162 
power measurements, watt¬ 
meters, 74-75 


power ratings, compo¬ 
nents, 191-192 
power supplies 
ac, for transistorized 
equipment, 56-57 
branched power sup¬ 
plies, 47-48 
bridge rectifiers, full- 
wave, 53-54 

capacitance multipliers, 
checking, 60-61 
capacitance multipliers, 
for transistor circuits, 
58-60 

computers, 310 
dc-to-ac converters 
(inverters), 66 
testing, 67-68 
transistorized, 65-67 
digital circuit require¬ 
ments, 279, 282-283 
electrolytic capacitors in 
series for higher work¬ 
ing voltages, 55, 56 
full-wave, 39-40 
overloads, current mea¬ 
surement, 81-82 
resistors, dropping resis¬ 
tors, 45-47 
ripple, 41-43 
transformer-winding 
supply on phono motor, 
57-58 

transformerless, 48-49 
transformers, shorted 
power transformers, 43- 
44 

troubleshooting tips, 

303, 306 

voltage dividers, 44-45 
voltage doublers 
full-wave, 51-53 
half-wave, 49-51 
voltage regulators 
3-transistor 
design,tran¬ 
sistor TV set use, 64 
IC type, 68-69 
series, transistorized, 
61-63 

shunt, transistorized, 63 
probes, logic probes, 280 


www.engbookspdf.com 


324 Index 


probes, oscilloscopes 
detector probes, 115-116 
direct probes, 116-117 
low-capacitance probes, 
114-115 

resistive-isolation 
probes, 116 

pulse generators (see also 
signal generators), 24, 
283-284 

R 

radio and radio signals 
communications-type 
receiver as RF signal 
locator/tracer, 269-271 
current use in portable 
transistor radio, 76-78 
dc drain in auto radio, 75 
frequency, zero-beat 
point location, 266-267 
hi-fi tests using radio 
signals, 268-269 
PA system tests using 
radio signals, 268-269 
RAM memory, 311 
reactance measurements, 
oscilloscopes, 151-155 
receivers 

communications-type 
receiver as RF signal 
locator/tracer, 269-271 
rectifiers 

bridge rectifiers (see 
bridge rectifiers) 
silicon-controlled (SCR) 
(see silicon-controlled 
rectifiers) 

resistance measurement 
DMM multimeters, 7 
testing using VOM and 
VTVM, 99-104 
VOM multimeters, 4-6, 
87-88 

VTVM multimeter mea¬ 
surement, very high 
resistance, 93-94 
resistors 

base bias voltage mea¬ 
surement, high- 
resistance circuits, 
238-239 


dropping resistors in 
power supplies, 45-47 
thermal drift, 159-160 
RF power output, transmit¬ 
ter test, 237-238 
RF signal generators (see 
signal generators) 

RF signals, 

communications-type 
receiver as RF signal 
locator/tracer, 269-271 
ripple, 41-43 
filter ripple testing with 
oscilloscopes, 155-156 
rms voltage, 12-13, 39, 
124-125, 241-243 
ROM memory, 311 

s 

sampling rates, oscillo¬ 
scopes, 20 

SCR (see silicon-controlled 
rectifiers) 

semiconductors, 276 
sequential circuits, clocked 
circuits, 288 

shock hazards, hot chassis 
test, 33-34 

short circuits, transform¬ 
ers, shorted power trans¬ 
formers, 43-44 
Siemens units, conductiv¬ 
ity, 8 

signal generators, 3, 21-25 
AF signal generators, 21, 
22-25 

audio oscillators, 22 
function generators, 25 
audio generators vs. test 
records, 267-268 
audio oscillators, 22 
frequency measurement, 
23, 24 

function generators, 25 
fundamental frequency 
measurement, 23, 24 
harmonics measurement, 
23, 24 

injectors, signal injec¬ 
tors, 24 

operational theory of 
signal generators, 21 


oscilloscopes use, 
sweep-frequency, 139-140 
overtone measurement, 

23, 24 

pulse generators, 24 
rectangle wave genera¬ 
tors, 23, 24 

RF signal generators, 21, 

22, 25 

calibration check, 263-265 
setting signal on a crystal 
frequency, 265-66 
sawtooth wave genera¬ 
tors, 23, 24 
servicing and trouble¬ 
shooting, 30 
triangle wave generators, 

23, 24 

TV gain checks, 215-218 
TV signal tracing, 215-218 
signal injectors (see also 
signal generators), 24 
signal tracers, signal trac¬ 
ing, 3, 25, 263-274 
ac voltmeter as signal 
tracer, 271-272 
communications receiver 
as RF signal locator/ 
tracer, 269-271 
digital circuits, 282 
troubleshooting tips, 306 
silicon-controlled rectifiers 
(SCR), 256-260 
forward-blocking voltage 
test, 259-260 
gate current test, 258-259 
gate turn-on voltage test, 258 
reverse blocking voltage, 260 
structure and operation 
of SCR, 256-258 
test circuit construction, 260 
sine waves (see voltage 
measurements, ac cir¬ 
cuits; oscilloscopes) 
slide pots (see potentiometers) 
speakers, impedance 
checking, 186-189 
square wave testing 
differentiation, 134 
oscilloscopes, 133-136 
stacked stages, multimeter 
testing, 104-105 
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stereo systems 
amplifiers, power output 
tests, 272-274 
radio signals to test hi-fi 
systems, 268-269 

T 

television-circuit testing, 
193-225 

adapter, test adapter 
circuit construction, 
193-195 

afc checking with oscil¬ 
loscope, 214-215 
audio output transistors, 
blown, 223 

clipping, sync clipping 
test on oscilloscope, 
209-211 

color oscillator, 3.58-MHz, 
testing operation, 203-204 
dead sets, testing and 
troubleshooting ,223-225 
do-not-measure points in 
TV, 222-223 
duty-cycle setting, hori¬ 
zontal output transistor, 

221 

extension cables for testing 
TV tuners, 201-202 
focus voltage measure¬ 
ments, color TVs, 197-199 
gain checks 
tuners, 202-203 
with AF/RF signal 
generator, 215-218 
high-voltage measure¬ 
ment, 195-197 
neon tester use, 205- 206 
testing for presence of 
high-voltages, 204 
horizontal oscillator 
on-frequency setting, 206 
sync testing with oscil¬ 
loscope, 214-215 
horizontal output tran¬ 
sistor, duty-cycle set¬ 
ting, 221 

horizontal sweep tests, 
204-205 

picture tubes, color TVs, 
199-201 


signal tracing 
with AF/RF signal 
generator, 215-218 
with oscilloscope and 
color-bar patterns, 219 
sync troubleshooting 
with oscilloscope, 211-215 
afc checking, 214-215 
horizontal sync, 214 
vertical sync, 212 
tuner testing 
extension cables for 
tests, 201-202 
gain check, 202-203 
vertical oscillator 
frequency testing, 206- 
208 

sync testing with oscil¬ 
loscope, 212-214 
voltage measurement, 
do-not-measure points 
in TV, 222-223 
test equipment, 1-30 
ammeters, 79-80 
capacitance meters, 3, 

25-27 

electrical outlets, 1-2 
frequency counters, 3, 

27-28 

lighting and lamps, 1 
multimeters, adapters for 
special testing, 9-10 
multimeters, DMM, 4, 7, 

8-9 

multimeters, VOM, 2, 3- 
4, 8-9, 87-91, 98-99 
multimeters, VTVM, 2, 

4, 91-95 

ohmmeters, 95-98 
oscilloscopes, 3,10-21, 
109-158 

servicing and trouble¬ 
shooting test equip¬ 
ment, 28-30 

signal generators, 3, 21-25 
signal tracers, 3, 25 
variable power supplies, 3 
variacs, 3 
voltmeters, dc, 31 
wattmeters, 44, 74-75 
workbenches, work sur¬ 
faces, 1 


test records vs. audio signal 
generators, 267-268 
thermal drift, resistors, 
159-160 

time and phase measure¬ 
ment, sine waves, oscil¬ 
loscopes, 136-139 
transformers (see also 
inductors), 174-183 
internal-short testing, 
current measurement, 78-79 
power transformers, 
shorted, 174-175 
rewinding transformers, 
178-183 

shorted power transformers, 
43-44, 174-175 
transformerless power 
supplies, 48-49 
turns-ratio checking, 
175-178 

transistors, 243-250 
ac power supply for 
transistorized equip¬ 
ment, 56-57 

alpha and beta testing, 247 
bias setting with current 
meter, 82-83 
bias, bad base bias test, 
106-107 

bipolar, ohmmeter test¬ 
ing, 246-247 
capacitance multipliers 
for transistor circuits, 

58-60 

capacitance multipliers, 
checking, 60-61 
checking transistors 
VOM, 98-99 

DMM multimeter testing, 8 
failure due to nearby/ 
connected components, 
249-250 

field-effect (FET) (see 
field-effect transistors) 
go/no-go type tests, 250 
heat sensitivity precau¬ 
tions, 248-249 
leakage tests, 250 
resistance testing with 
VOM or VTVM, 102-104 
substitution values, 
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transistors, cont. 

replacement transistors, 
191 

test circuit construction, 
247-248 

TV, audio output, blown 
transistors 

TV, horizontal output 
transistor, duty-cycle 
setting, 221 

voltage testing with VOM 
or VTVM, 102-104 
transmitters 
CB, modulation check 
with oscilloscopes, 157- 
158 

RF, power output test, 
237-238 

tri-state logic, digital cir¬ 
cuits, 294-295 
trimpots, trimmers (see 
potentiometers) 
troubleshooting, 301-317 
computers, 309-312 
controls, 307 
flowchart use, 301-303 
multi-component inter¬ 
connected equipment 
systems, 308-317 
no-schematic trouble¬ 
shooting and servicing, 
305-308 

power supplies, 303, 306 
signal tracing, 306 
video-cassette recorders 
(VCRs), 312 
truth tables, 276 

V 

variable power supplies, 3 
variacs, 3, 69 
VCR (see video-cassette 
recorders) 

vertical sync tests, 109 
video-cassette recorders 
(VCRs), 312-317 


belts, 315 
cleaning, 315-316 
head-switching frequency, 

313- 314 

mechanical problems, 

314- 316 

video-tape recording 
technology, 316-317 
voltage dividers 
audio signals, very small 
signals, 228-229 
power supplies with 
voltage dividers, 44-45 
voltage doublers 
full-wave, 51-53 
half-wave, 49-51 
voltage measurement, ac 
circuits, 40-41 
audio signals, measuring 
small signals, 228 
average voltages, 12, 124 
average/peak/peak to 
peak/rms comparison 
chart, 242 

DMM multimeters, 7 
effective voltage, 39 
full-wave power sup¬ 
plies, 39-40 
multimeter use, 40-41 
oscilloscopes measure¬ 
ment, 121-125 
peak to peak voltage, 11, 
123 

peak voltage, 11-12,122- 
123, 226-227 
ripple voltage, 41-43 
rms voltage, 12-13, 39, 
124-125, 241-243 
VOM multimeters, 4-6, 
99-104 

voltage measurement, dc 
circuits, 31-32 
batteries, 70-72 
oscilloscopes measure¬ 
ment, 119-121 
ripple voltage, 41-43 


voltage drop, long bat¬ 
tery wires, 88-90 
voltmeters, 31-32 
voltage regulators 

controlled avalanche, 62 
IC type, 68-69 
series, transistorized, 61- 
63 

shunt, transistorized, 63 
three-transistor design, 
transistor TV set use, 64 
zener diodes used, 62 
voltmeters (see also mul¬ 
timeters, VOM), 4,31 
ac, signal tracing and 
gain checking, 271-272 
all-polarity types, 34-36 
analog voltmeters, 31 
d’Arsonval movements, 31 
digital voltmeters, 31 
input impedance, 32 
VOM (see multimeters, 

VOM) 

VTVM (see multimeters, 
VTVM) 

w 

wattmeters, 44, 74-75 
waveform analysis, 109 
workbenches, work sur¬ 
faces, 1 

X 

X-OR gate, 278-279 

z 

zener diodes, 250-253 
applied voltages vs. 
zener voltage, 251-252 
forward vs. reverse bias, 

251- 252 

test circuit construction, 

252- 253 

voltage regulators using, 

62 
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